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Preface 


This  publication  contains  the  names  of  alien  members  of  the  administrative 
and  technical  staffs  as  well  as  service  staffs  of  the  diplomatic  missions  who  are  not 
permanent  residents  of  the  United  States  and  who  enjoy  immunity  under  provi- 
sions of  the  Vienna  Convention  on  Diplomatic  Relations.  Changes  occur  daily. 
Status  of  persons  listed  in  this  publication  should  be  verified  with  the  Office  of 
Protocol.  Asterisks  identify  members  of  the  service  staff. 

Except  as  provided  under  special  bilateral  arrangements  as  described  below, 
personnel  of  diplomatic  missions  shall  enjoy  the  following  immunity: 

1 . Members  of  the  administrative  and  technical  staffs,  together  with  members  of 
their  families  forming  part  of  their  respective  households,  who  are  not 
nationals  of  or  permanently  resident  in  the  United  States,  are  immune 
from  criminal  jurisdiction.  They  are  immune  from  civil  and  administra- 
tive jurisdiction  respecting  acts  performed  in  the  course  of  their  duties  in 
accordance  with  the  provisions  of  Articles  31  and  37(2)  of  the  Vienna 
Convention. 

2.  Members  of  the  service  staff  are  immune  from  jurisdiction  respecting  acts 
performed  in  the  course  of  their  duties  in  accordance  with  the  provisions 
of  Article  37(3)  of  the  Vienna  Convention. 

Personnel  of  the  Embassies  of  the  Union  of  Soviet  Socialist  Republics  and  the 
People's  Republic  of  China,  whose  names  appear  in  this  publication,  and  members 
of  their  families,  enjoy  immunity  provided  by  Article  31  of  the  Vienna  Convention 
on  Diplomatic  Relations  pursuant  to  agreements  concluded  by  exchanges  of  notes 
on  December  14,  1978,  and  January  5,  1981,  respectively.  They  are  therefore 
immune  from  criminal  jurisdiction  and  from  civil  and  administrative  jurisdiction 
except  in  the  following  actions: 

(a)  A real  action  relating  to  private  immovable  property  situated  in  the 
territory  of  the  receiving  State,  unless  he  or  she  holds  it  on  behalf  of  the 
sending  State  for  the  purpose  of  the  mission; 

(b)  An  action  relating  to  succession  in  which  the  diplomatic  agent  is  in- 
volved as  executor,  administrator,  heir,  or  legatee  as  a private  person  and 
not  on  behalf  of  the  sending  State; 

(c)  An  action  relating  to  any  professional  or  commercial  activity  exercised 
by  the  diplomatic  agent  in  the  receiving  State  outside  his  or  her  functions. 
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EMPLOYEES  OF  DIPLOMATIC  MISSIONS 

Not  printed  in  the  Diplomatic  List 


AFGHANISTAN 

*Mr.  Arsenio  M.  GARCIA  (Filipino),  chauffeur 
Mrs.  Ma.  Anastada  M.  MARIN  (Filipino),  secretary 

ALGERIA 

Mr.  Youcef  AHMIM,  receptionist 

Ms.  Berkahoum  BADAOUI,  admin,  asst. /translator 

Mr.  Said  BEKKADJA,  admin,  asst. 

Mr.  Mounir  M.  BELFIROUD,  receptionist 
Ms.  Aicha  B.  BEN-ABBES,  switchboard  operator 
Mr.  Hassan  A.  BENMERABET,  derk 
Mr.  Abdelaziz  BETTAYEB,  teacher 

*Ms.  Tirngo  DERBEW-GIDEY  (Ethiopian),  babysitter,  Amb/s  residence 
*Mr.  Ndiaga  DIOP  (Senegalese),  driver 
Mrs.  Zakia  DJOUADI,  secretary 
*Mr.  Basile  DOHOU,  butler,  Amb/s  household 
Ms.  Selima  DOUDOU,  admin,  asst. 

Mr.  Sid  A.  B.  BAHBAH,  receptionist 

*Mrs.  Gradela  GIMENEZ  (Paraguayan),  housekeeper,  Amb/s  residence 
*Mr.  Sebastein  GOITO,  driver 
Mr.  Ali  KHADRAOUI,  derk 
Mr.  Kamel  KHARCHI,  admin,  asst. 

Ms.  Vassiliki  KIRIAKAKI  (Greek),  secretary /translator 
*Mr.  Minardo  M.  MIYAKE  (Filipino),  gardener,  Amb/s  residence 
Mr.  Ali  REBATCHI,  translator 
Mr.  Mohamed  M.  SAIDI,  clerk 
Ms.  Elisha  TORRE  (Venezuelan),  secretary 
*Mr.  Mohammad  YAQOOB  KHAN  (Pakistani),  driver 
Mr.  Said  ZENNLA,  receptionist 
Ms.  Habiba  M.  ZERKINE,  admin,  asst. 

ANTIGUA  AND  BARBUDA 

Ms.  Frances  D.  ANTONIO,  secretary 
Ms.  Gracelyn  G.  P.  HENRY,  consular  asst. 

ARGENTINA 

WO  Juan  R.  ACOSTA,  supervisor.  Naval  Commission 
Mr.  Daniel  A.  AGOSTINO,  derk 

WO  Teodoro  P.  ALBERDI,  supervisor.  Intelligence  Division 
Mr.  Carlos  ALLENDE,  clerk 

Mr.  Alberto  J.  BARBARITO,  supervisor.  Electronic  Dept. 

Mrs.  Mirtha  G.  de  BERTORELLI,  secretary 
Ms.  Claudia  M.  BERTUCCI,  secretary 
Mr.  Martin  F.  BONEO,  derk 
Mr.  Fernando  BOU,  derk 


2 


ARGENTINA 


Mrs.  Gradela  BREA-HEWELL,  secretary 
Mr.  Jose  M.  CACERES,  derk 

*Mr.  Carlos  CANO-PENA,  domestic,  Amb/s  household 
Mr.  Victor  H.  CARIAGA,  derk 
Miss  Marta  I.  CASS  AIN,  derk 
Ms.  Maria  V.  Z.  deCAVANAGH,  derk 

*Miss  Maria  del  C.  CEPEDA,  maid,  Amb/s  household 
Mrs.  Roxana  CHAVES,  derk 
Mrs.  Frances  S.  CHIARA,  bilingual  secretary 
WO  Jorge  O.  CHOREN,  supervisor.  Aviation  Dept. 

Mrs.  Roxana  D'ELLA,  derk 

Ms.  Maria  M.  DEPETRIS,  derk 

Mr.  Domingo  J.  DE  TITTA,  admin,  offidal 

Mr.  Eduardo  G.  DIAZ,  derk 

Mr.  Carlos  A.  DI LAUDO,  derk 

Mr.  Michael  L.  DUNNE,  derk 

Mr.  Guillermo  A.  ESTEVES,  derk 

Miss  Ana  S.  FERNANDEZ  ABADIE,  derk 

Mr.  Jose  R.  FLEITAS,  derk 

Mr.  Eduardo  FLOOD,  translator 

*Ms.  Maria  del  C FORERO  (Colombian),  domestic,  Amb/s  household 
Capt.  Eduardo  C.  FRIAS,  advisor.  Weapons  Dept. 

Lt/Col  Daniel  P.  GALLIANO,  chief,  Accounts  Div. 

*Mr.  Jaime  C HIGUERA  (Colombian),  chauffeur 
WO  Raul  IPPOLITI,  assistant  chief.  Protocol  Division 
Mrs.  Obdulia  A.  LADISA,  secretary 
WO  Daniel  A.  LATTUCA,  supervisor.  Naval  Commission 
Mrs.  Amparo  LEAL  DE  CANO  (Colombian),  derk 
Ms.  Susana  I.  LEMA  DE  RONCALES,  derk 
Mr.  Oscar  N.  LICATA,  admin,  derk 
Mr.  Guillermo  R.  LOPEZ,  derk 
Mrs.  Silvia  B.  de  MAINA,  derk,  Air  Attache's  Office 
Mr.  Carlos  A.  MARANDINO,  derk 

*Mr.  Daniel  MARTIN,  messenger 
Mr.  Walter  MECLAZCKE,  derk 
Mr.  Juan  A.  MENDLA,  derk 
Mr.  Lucas  O.  MEDINA,  derk 

WO  Mauro  O.  MERCADO,  asst,  chief.  Traffic  Control  Division 

Lt.  Armando  R.  MESCHIERI,  data  base  administrator 

Miss  Nelida  MEYER,  translator 

Ms.  Maria  E.  MIHURA  GONZALEZ,  derk 

Mr.  Alejandro  D.  MOGLLA,  derk 

Mr.  Pablo  E.  MOGUA,  derk 

Ms.  Norma  B.  MOLINA,  derk 

Mr.  Rodolfo  O.  MOLINA,  derk 

WO  Horado  R.  MONLEZUN,  supervisor.  Naval  Comm. 

*Mr.  Carlos  MONTANA,  asst,  cook,  Amb/s  residence 
Sgt.  Roberto  D.  NEGRI,  admin,  asst. 

Mrs.  Estela  NIMO,  secretary 

*Mr.  Luis  E.  NINO  (Colombian),  asst,  butler,  Amb/s  residence 
Mr.  Aldo  A.  ORQUERA,  derk 
Mrs.  Gladis  M.  A.  ORQUERA,  derk 
Mrs.  Celia  I.  OROZCO  de  TROTZ,  derk 
Mrs.  Silvia  ORTELLI,  secretary 
Mr.  Daniel  E.  PALI CIO,  derk 
Mr.  Eleuterio  PARED,  derk 
WO  Pablo  L.  QU1ROGA,  derk 
Cdr.  Alberto  E.  RECIO,  chief.  Accounting  Dept. 

Mrs.  Rosa  B.T.  de  ROCAMORA,  secretary 


ARGENTINA-AUSTRALIA 
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Mrs.  Maria  V.  Z.  de  RODRIGO,  derk 
Mr.  Jorge  O.  RODRIGUEZ,  admin,  derk 
WO  Rafael  C RODRIGUEZ,  accountant  asst. 

Mr.  Juan  O.  ROMERO,  admin,  officer 
Mr.  Mario  A.  ROSSI,  derk 
Mr.  Pedro  RICARDO  SACHS,  adviser 
Mrs.  Elena  B.  de  SALGUEIRO,  admin,  derk 
Mr.  Juan  E.  SANTA  CRUZ,  derk 
Mr.  Guillermo  SEMINARIO,  derk 
Ms.  Gladys  M.  SILVA  (Nicaraguan),  derk 
Mrs.  Martha  SOZZI,  admin,  asst. 

M/Sgt.  Adolfo  SISSOY,  staff  officer 

Cdr.  Leonardo  A.  STEYERTHAL,  chief,  Aviation  Dept. 

Mr.  Jose  THEILER,  derk 
Ms.  Maria  E.  TISSERA,  derk /secretary 
*Mr.  Joaquin  A.  TORRES,  butler.  Ambassador's  residence 
Cdr.  Horado  H.  VERDE,  chief.  Engineering  Dept. 

Mrs.  Monica  H.  WRYE,  clerk 
Ms.  Gabriela  ZABALUA,  secretary 

WO  Ramon  A.  ZA LAZAR,  admin,  asst..  Air  Attache's  Office 
Mrs.  Ana  M.  ZAMUDIO  DE  ESTEVES,  derk 

AUSTRALIA 


Mr.  John  L.  ADAMS,  derk 

Mr.  Antonio  V.  ADMANA  (Filipino),  derk 

Mr.  Peter  ALCHIN,  receptionist 

Ms.  Barbara  E.  ALLAN,  personal  secretary 

*Ms.  Segunda  S.  ANTIPOLO  (Filipino),  domestic,  Amb.'s  household 
*Ms.  Maria  E.  ARCILA  VALENCIA  (Colombian),  domestic,  Amb.'s  household 
Miss  Teresa  AUSTIN  (British),  derk 
Lt/Col  Anthony  W.  AYERBE,  staff  officer 
Mr.  Andrew  BALODIS,  procurement  officer 
Mr.  Edwin  D.  BAPTIST  (Indian),  derk 
Mrs.  Shirley  BAPTIST  (Indian),  wordplex  supervisor 
Ms.  Victoria  J.  BARLOW  (British),  derk 
Mr.  David  BASCOM  (Guyanese),  derk 
Mrs.  Indranie  BASCOM  (Guyanese),  derk 
*Mr.  I.  BATSELOS  (Greek),  domestic,  Amb.'s  household 
Ms.  Monette  BAUTISTA  (Filipino),  derk 
Mr.  Norman  A.  BELL  (British),  derk 
Miss  Carol  BENDER,  communications  officer 
Miss  Joan  E.  BLISS,  derk 
Ms.  Kerri  BRADY,  secretary 
Mr.  Karl  A.  BRAMMER  (Jamaican),  derk 
Mr.  Michael  BRANDON,  director.  Office  of  Defense 
Sq/Ldr  Richard  E.  BRIGHT,  staff  officer 
*Mr.  Allan  BRITTAIN  (New  Zealander),  security  guard 
Sgt.  David  C.  BROWN,  staff  officer 
Mr.  Timothy  BRUNTON  (New  Zealander),  derk 
Mr.  Tim  BURMEISTER,  liaison  officer 
Mr.  David  G.  BURNS,  dvil  engineer 
Mr.  Allan  BYRNE  (British),  derk 
Ms.  Nerida  C.  BYRNE,  procurement  officer 
Ms.  Joy  V.  CAMPO  (Filipino),  data  processing  operator 
*Mr.  Demetrio  C CASTILLO  (Filipino),  porter 
Ms.  Nancylita  CASTILLO  (Filipino),  derk 
Lt/Col  Ewart  W.  CHALLIS,  staff  officer 
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AUSTRALIA 


Lt/Col  David  G.  CHRISTIE,  liaison  officer 

Mr.  Neil  M.  CHURCHES,  clerk 

Ms.  Kate  E.  CLARKE,  clerk 

Mr.  Nicholas  E.  CLYMA  (New  Zealand),  clerk 

Miss  Gloria  CONDON,  steno. 

Mr.  John  COWAN,  clerk 
WO  Gregory  R.  CRAMER,  staff  officer 

*Mr.  Earl  W.  CROOKS  Qamaican),  gardener,  Amb/s  household 
Ms.  Fae  R.  DANIELS  (New  Zealander),  clerk 
Mr.  Robert  E.  DARRIE,  building  services  officer 
Ms.  Buddug  W.  DAVIES  (British),  secretary 
Mr.  James.  N.  DAVIES  (British),  clerk 
Mrs.  Aurea  S.  DEL  ROSARIO  (Filipino),  clerk 
*Mr.  George  L.  DESPOTIDES  (Greek),  butler,  Amb/s  household 
*Mrs.  Maria  DESPOTIDES  (Greek),  domestic,  Amb/s  household 
Mr.  James  DICK,  derk 

Mrs.  Josephine  DOMINQUEZ,  word  processing  operator 
W/Cdr.  Kevin  J.  DOWNEY,  staff  officer 

Mrs.  Mariane  P.  G.  DUNNE  (Filipino),  word  processing  operator 
Mrs.  Sharen  L.  DUTTON,  derk 
Mr.  Robert  J.  EARP  (British),  derk 
Ms.  Ennis  M.  EASTON,  secretary 
Flt/Sgt.  Graham  R.  EDGAR,  staff  officer 
Mr.  Malcolm  EDWARDS  (British),  derk 
Flt/Lt  Henrik  EHLERS,  staff  officer 
Ms.  Heather  C.  ELLSWORTH-TURNER,  communicator 
Mr.  David  EVERETT,  derk 
Ms.  Kerry-Ann  FAVRETTO,  derk 
*Mr.  Desmond  FITZGERALD,  mechanic 
Mr.  David  FITZGERALD,  derk 
Mr.  P.  FOX  (British),  derk 
Lt/Cdr.  Bruce  A.  FRASER,  staff  officer 
Ms.  Helen  R.  FREEMAN,  sr.  research  officer 
Ms.  Debra  A.M.  FROST  (Trinidadian),  word  processing  operator 
Mr.  Raymond  L.  FRY,  derk 
*Mr.  Stephen  F.  FYVIE  (British),  security  guard 
Miss  Rosemary  GALLEN  (British),  steno. 

Mr.  J.L.  GARAMA  (New  Zealander),  clerk 
Ms.  Beverly  G.  GEPP,  derk 
Maj.  Leslie  G.  GITTINS,  staff  officer 
Sd/Ldr  John  M.  GNEZDILOFF,  staff  officer 
Mr.  D' Alton  GOODERHAM  (Canadian),  derk 
Mrs.  Elizabeth  GORMLEY  (British),  derk 
*Mr.  James  GORMLEY  (British),  mechanic 
Mr.  Alex  GREEN,  derk 
Mrs.  Linda  GREEN  (British),  typist 
Mrs.  Bumadette  GROTH,  derk 
Mr.  John  B.  GROTH,  derk 
Mr.  Mark  A.  HADDAD,  receptionist 
Mr.  Patrick  HANNAN,  sr.  ex.  officer 
Mr.  Raymond  C HARRISON,  computer  system  officer 
Miss  Penelope  HENDERSON  (New  Zealander),  derk 
Mrs.  Deana  G.  HENLEY,  derk 
Sq/Ldr  Graham  J.  HOOK,  staff  officer 
W/Cdr  Roger  R.  JAMES,  staff  officer 
Ms.  Amanda  J.  S.  JEANROY,  derk 
Mr.  Paul  C.  JEANROY  (British),  derk 
Mrs.  Kathleen  KANSIZ,  derk 
Miss  Alexis  E.  KEEDLE,  secretary 


AUSTRALIA 
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Mr.  Orry  W.  J.  KELLY,  derk 
Mrs.  Laurelle  M.  KENNEDY,  derk 
Mr.  Steven  J.  KING  (British),  receptionist 
Ms.  Marjorie  KINGS,  secretary 
Mr.  Adam  D.  KLEEMEYER,  derk 
Mrs.  Denise  M.  KLOEDEN,  derk 
Lt.  Angelika  KLUMPP,  staff  officer 
Mrs.  Valerie  S.  KOENIG,  research  officer 
Maj.  Andrew  J.  LEAHY,  staff  officer 
Miss  Sandra  LEVY  (British),  steno. 

WO  Terrance  M.  LIMPUS,  admin,  officer 

Ms.  Maura  J.  LOBO  (British),  secretary 

Mr.  Keith  W.  LOWE,  derk 

Mrs.  Jennifer  L.  LUCAS  (British),  derk 

Ms.  Jodee  L.  MAPLESON,  derk 

Mrs.  J.  C.  MARCELINO  (Filipino),  derk 

Sgt.  Glenn  D.  MARCHANT,  communications  officer 

Mr.  Peter  J.  MATHER,  derk 

Mr.  Garry  J.  McCUSKEY,  derk 

Ms.  Barbara  L.  McDONALD,  supervisor 

Mrs.  Anna  R.  McHALE,  derk 

Mr.  Bernard  McHALE  (British),  derk 

Mr.  Stephen  A.  Me  HALE  (British),  derk 

Ms.  Jane  MCMILLAN,  secretary 

Mr.  Terence  M.  McSWEENEY,  derk 

Mr.  Bryan  McINNES,  communicator 

Mr.  Craig  A.  MCINNES,  receptionist 

Lt/Cdr  Mark  D.  MELVIN,  staff  officer 

Mr.  Steven  P.  Morrison  (British),  receptionist 

Mr.  Andrew  J.  MULLIGAN,  licensing  officer 

Ms.  Fiona  MUNRO,  secretary 

Mr.  Enrico  N.  NAVE  (Filipino),  derk 

Ms.  Verena  R.  NAVE  (Filipino),  derk 

Mr.  Mark  W.  NEEDHAM,  derk 

Ms.  M.  Cynthia  NEPOMUCENO  (Filipino),  word  processing  operator 

Mr.  John  F.  NOTHDURFT,  communicator 

Ms.  Elaine  O'BRIEN,  secretary 

W/Cdr  Edward  OOSTERWEGHEL,  staff  officer 

Mr.  David  I.  PAGE  (New  Zealander),  receptionist 

Ms.  Wendy  D.  PARK,  secretary 

Ms.  Kerry  E.  PARKER,  derk 

*Ms.  Rosita  P.  PARUNGAO  (Filipino),  domestic,  Amb/s  household 
Maj.  Edward  G.  PATERSON,  staff  officer 
Sq/Ldr  John  E.  PERCIVAL , staff  officer 
Ms.  Amanda  J.  PERKINS  (British),  derk/typist 
Miss  Shelagh  D.  PERKINS  (British),  secretary 
Ms.  Angela  M.  PETERSON,  secretary 
*Mr.  Vincent  POLICARPIO  (Filipino),  driver 
Lt/Col  Darryl  G.  POOLE,  staff  officer 
Mr.  Gary  V.  POTTER,  asst,  archivist 
Mr.  Ian  L.  PRIME,  asst,  to  Counsellor 
Mrs.  M.Y.  RAMIREZ  (Filipino),  word  processor 
*Mr.  George  M.  RAYOS  DE  SOL  (Filipino),  driver 
Ms.  Victoria  READ  (New  Zealander),  secretary 
Mrs.  Arlene  REYES  (Filipino)  word  processor 
Ms.  Susan  E.  RICHARDS,  secretary 
Miss  Elizabeth  RINTOUL  (Canadian),  typist 
Ms.  M.T.G.  ROA  (Filipino),  derk 
Ms.  Rachel  A.  ROA  (Filipino),  derk 
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AUSTRALIA— AUSTRIA 


Ms.  Elizabeth  ROBB,  derk 
Mr.  John  W.  ROBBINS,  derk 
Mr.  Jonathan  A.  ROBERTS  (British),  derk 
Mrs.  Victoria  J.  ROBERTS  (British),  derk 
W/Cdr  Paul  S.  ROBEY,  staff  officer 
Ms.  Theresa  A.  ROSSITER,  derk /typist 
Cdr.  Brian  L.  ROWE,  staff  officer 
Cdr.  Judith  A.  ROWE,  staff  officer 
Maj.  Anthony  RUMBALL,  staff  officer 
Mr.  John  W.  ROBBINS,  derk 
Ms.  Susan  SANTOS  (Filipino),  derk 
Capt.  Ian  W.  SCOTLAND,  director,  Procurement  Office 
Mr.  Eric  SHIPPIN  (British),  derk 
Mrs.  Anne  T.  SMITH  (British),  derk 
Ms.  Julie- Anne  M.  SMITH,  secretary 
Ms.  Grace  SAMUELS  (British),  derk 
Flt/Sgt.  Robert  F.  STANKOWSKI,  staff  officer 
Mr.  Martin  G.  STEENS,  derk 
Mr.  George  S.  STEER  (British),  derk 
Lt/Col  Christopher  E.  STEPHENS,  staff  officer 
Ms.  Faye  J.  STEVENS  (British),  derk 
Maj.  Leon  A.  SMITH,  staff  officer 
Mr.  John  STOKES  (British),  security  supervisor 
Mrs.  Janet  A.  STRUDWICK  SMITH  (Jamaican),  derk 
Ms.  Patrida  Y.  STOCK,  communications  officer 
Ms.  Dorothy  A.  SUBRITZKY  (New  Zealander),  derk 
Mr.  Donald  THOMAS  (British),  derk 
Mrs.  Christine  E.  THOMAS  (New  Zealander),  derk 
Mr.  Geoffrey  R.  THOMAS  (New  Zealander),  derk 
Mrs.  Anne  THOMPSON  (British),  derk 
Ms.  Mary  E.  THORN  (British),  secretary 
*Mr.  Alberto  A.  TLAMSON  (Filipino),  driver 
Mr.  Marin  TICACI,  derk 
Sq/Ldr.  Richard  J.  TINDAL,  staff  officer 
Mr.  Phillip  R.  WALDRON,  staff  officer 
Sgt.  David  M.  WARD,  staff  officer 
Mr.  John  N.  WALPOLE,  derk 
Mr.  Richard  W.  WALLER,  archivist 
Mr.  Frank  A.  WATSON,  archivist 
Mr.  Geoffrey  J.  WATSON  (British),  derk 
Ms.  Rachael  V.  WATSON,  secretary 
Miss  Verona  R.  WATSON  (New  Zealander),  typist 
*Mrs.  Andrea  C.  WEBSTER,  chef,  Amb/s  household 
Sq/Ldr  Martin  W.  WEIR,  staff  officer 
Mr.  Philip  D.  WELLS  (British),  derk 
Ms.  Nola  M.  WEST-NEWMAN,  secretary 
Mr.  Kenneth  WINCKEL,  derk 
Mr.  Christopher  M.  WINTER  (British),  derk 
Miss  G.  H.  WOOLLEY,  word  processor 
Mrs.  Tina  WYLIE  (British),  derk 
Mr.  W.C.H.  WYLIE  (New  Zealander),  derk 
Mr.  Zeffriali  YUSOF  (British),  derk 


AUSTRIA 


Mrs.  Ilona  G.  ABERL,  admin,  officer 

Mrs.  Anneliese  ADAMS,  admin,  officer 

Mr.  M.  Qaiser  AMIN  (Pakistani),  derk 

Mrs.  Brigitta  BASTEK-SCHOEFMANN,  admin,  officer 


AUSTRIA-BANGLADESH 
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WO  Guenter  L.  BERNHARD,  staff  officer.  Defense  & Armed  Forces  Attache's  Office 
Mr.  Mohammad  A.  CHAUDHRI  (Pakistani),  clerk 
Mr.  Joaquim  D.  da  COSTA  (Portuguese),  office  derk 
Ms.  Sylvia  DREISZKER,  secretary 

*Ms.  Catalina  JUBILO  (Filipino),  domestic,  Amb.'s  residence 
Ms.  Sylvia  KLOPF,  secretary 
Mrs.  Ingeborg  KOLODNEY,  admin,  officer 

WO  Guenter  LAAGER,  staff  officer.  Defense  & Armed  Forces  Attache's  Office 
Ms.  Andrea  NEUHAUSER,  secretary 
Ms.  Karin  RACKL,  secretary 
Mrs.  Ingrid  RICHARDSON,  admin,  officer 
*Ms.  Julita  N.  RONQUILLO  (Filipino),  domestic,  Amb.'s  residence 
Mr.  Peter  ROTHKAPPEL,  secretary,  archivist 

WO  Ewald  SCHNABLER,  staff  officer.  Defense  & Armed  Forces  Attache's  Office 

BAHAMAS 

Ms.  Cecilia  A.  CRUZ-LIRAG  (Filipino),  secretary 
Ms.  Antoinette  C.  DAKANAY  (Filipino),  sr.  secretary 
Ms.  Esther  R.  GABRIEL  (Trinidadian),  senior  registry  derk 
Ms.  Michelle  M.  HAMILTON,  secretary 
Mrs.  Colleen  M.  ISAACS  (Jamaican),  accounts  officer 
Ms.  Stephanie  Z.  PETERSON,  secretary 
*Mr.  Romeo  D.  SERRANO  (Filipino),  driver 
*Mr.  William  F.  WEPEE,  (Filipino),  driver 

BAHRAIN 

Ms.  Mary  A.  A.  EVIDENTE  (Filipino),  secretary 
*Mr.  Dominic  J.  FERNANDES  (Indian),  housekeeper,  Amb.'s  residence 
*Mr.  Mathew  FERNANDES  (Indian),  chef,  Amb.'s  household 
Mr.  Alberto  R.  FERNANDEZ  (Filipino),  clerk. 

*Ms.  Luz  A.  FUN E LAS  (Filipino),  housekeeper,  Amb.'s  residence 
Mrs.  Sahar  HAKIM  (Syrian),  secretary 
*Mr.  Ahmed  O.  MAHMOUD,  messenger 
*Mr.  Gilbert  D.  PE  BENITO  (Filipino),  driver 
Ms.  Natalia  C.  PEREZ  (Filipino),  secretary 
*Ms.  Violeta  P.  ROXAS  (Filipino),  housekeeper,  Amb.'s  residence 
Ms.  Madleine  S.  SALIBA  (Lebanese),  secretary 

BANGLADESH 


*Mr.  Joynal  ABEDIN,  deaner 
Mr.  Farid  AHMED,  secretary 
M/Sgt  Kobbas  ALI,  Office  superintendent 
Mr.  Mohammad  E.  ALI,  accountant 
Mr.  Md.  H.  ALI,  secretary 
Mr.  Md.  Ruhul  AMIN,  steno. 

*Mr.  Mohammad  BADRUDDIN,  chauffeur 
*Mr.  Mohammad  A.  BASHAR,  security  guard 
Mr.  Abu  H.  BHUIYAN,  stenographer 
Mr.  M.  A.  A.  CHOWDHURY,  admin,  asst. 
*Mr.  Kazi  A.  HAQUE,  messenger 
Mrs.  Jahanara  HASAN,  social  secretary 
Mr.  Md.  Mofazzal  HOSSAIN,  steno. 

*Mr.  Alejandre  O.  IGLESIAS  (Filipino),  driver 
Mr.  A.K.M.  Sirajul  ISLAM,  secretary 
Mr.  Nazrul  ISLAM,  additional  asst. 
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Mr.  Md.  Abdul  MALEK,  secretary 
Sgt.  Md.  Abul  B.  MLAH,  asst,  to  Attache 
Mr.  Md.  Nurul  H.  MIAN,  steno. 

Mr.  Mustafizur  RAHMAN,  consular  asst. 

Mr.  K.  M.  SALIMULLAH,  stenographer 
Mr.  Abdul  M.  SIKDER,  economics  asst. 

*Mr.  Abdul  SOBHAN,  security  guard 
Ms.  Shahana  SULTANA,  receptionist 
Mr.  Aftab  UDDIN,  asst. 

*Mr.  Md.  R.  UDDIN,  domestic,  Amb/s  household 
Mr.  Abdul  WADUD,  secretary 


BARBADOS 


Ms.  Alicia  E.  CUMMINS,  clerical 
Ms.  Marcia  A.  CLARKE,  clerical 
*Mr.  Nestor  A.  FABELLAR,  chauffeur 
Miss  Jasmine  HEWITT,  steno/ typist 
*Ms.  Epheline  ISHAMEL,  domestic,  Amb/s  residence 
Mr.  Stephen  S.  SEALY  (St.  Lucian),  receptionist 
Mrs.  Monica  SPRINGER,  stenographer/typist 

BELGIUM 

*Miss  E.  ALDE,  maid,  Amb/s  household 
Miss  Marianne  BAETE,  secretary 
Miss  Mar  tine  BAUDUIN,  secretary 
Cpl.  Philippe  A.  BOITEUX,  admin,  clerk 
Mrs.  Gwenda  BROWN,  secretary 
*Mr.  Hector  N.  CARINO  (Filipino),  cleaner 
*Mr.  Jaime  U.  CONTY  (Filipino),  messenger 
*Mrs.  Gabrielle  CORYN,  guard 
Mr.  Raoul  CORYN,  clerk 

Maj.  Jean-Pierre  P.  COUCKE,  director.  Mil.  Supply  Office 
Mr.  Roger  DEBELS,  archivist 
Sgt. /Maj.  Hubert  DEGENS,  secretary 
Mrs.  Hilde  C.  DEHAENE  (Belgian),  clerk 
Ms.  Arlette  DEL-FA VERO,  secretary 
PO  Dominique  Y.  DE  SMET,  clerk 
Mrs.  Raymonde  DIAZ  (French),  secretary 
Miss  Catherine  DIRIX,  secretary 
*Mr.  Luis  FERRO  (Spanish),  chauffeur 
Mrs.  Mireille  FIERS,  secretary 
Ms.  Catherine  P.  FLAHAUT,  secretary 

*Mr.  Paulino  GARCES  (Filipino),  housekeeper,  Amb/s  household 
Mrs.  Solange  HASH  EM  I,  telephone  operator 
*Mr.  Heman  HIDALGO  (Chilean),  messenger 
Mrs.  Francoise  KEUPPENS,  secretary 
Mrs.  Brigitte  E.  LEPIECE-PIRET,  technical  agent 
Mr.  John  LYONS  (Australian),  tech,  agent 
*Mr.  Bernardo  MANALOTO  (Filipino),  messenger 
Cpt.  Rene  C.  MARCHOUL,  liaison  officer 
*Mr.  Manuel  MEJIA  (Filipino),  messenger 
Mrs.  Hermine  PEETERS,  secretary 
*Mr.  Arnold  PEJI  (Filipino),  cleaner 
Mrs.  Isidora  ROMERO,  secretary 
Mrs.  Hilde  C.  DEHAENE  (Belgian),  clerk 
Mr.  Kristiaan  SEUNTJENS,  clerk/typist 
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WO  Martial  SION,  secretary 
Sgt.  Alphonse  B.  SLUSE,  clerk 
Comdt.  Theo  F.  STERCK,  purchasing  officer 
Miss  Pascale  VAN  DER  BORGHT,  secretary 

Cpt.  Roland  A.  VANHOUDT,  admin. /finance  officer.  Military  Supply  Office 
WO  Yvan  VANSEVENANT,  accountant.  Mil.  Attache's  Office 
Miss  Martine  WAUTERS,  secretary 
Miss  Viviane  WAUTERS,  secretary 


BELIZE 


Miss.  Lauren  L.  QUIROS,  secretary 
’Mr.  Rafaelito  V.  VILLANUEVA  (Filipino),  driver 

BENIN 


Mrs.  Angele  AHOUISSOUSSI,  secretary 
Mrs.  Maria  Fe  CRISOSTOMO  (Filipino),  secretary 
’Mr.  Amore  ENRIQUEZ  (Filipino),  maintenance 
Mr.  Alphonse  GBEDO,  accoimtant 
’Mr.  Edouard  MAKON,  driver 
’Mr.  Parfait  SOGLO,  driver 
Mr.  Pantaleon  ZINKPE,  secretary 


BOLIVIA 

Ms.  Ana-Maria  U.  AGUIRRE,  secretary 

’Ms.  Martha  L.  ALVARADO  PORTILLO,  maid,  Amb.'s  residence 
’Ms.  Genoveva  CABRERA-MENDOZA,  maid,  Amb.'s  residence 
Mr.  Eduardo  DEL  CARPIO,  admin,  clerk 
Ms.  Maria  E.  NOSTAS  de  OROZA,  secretary 
Mr.  Federico  G.  VARELA  ESPINOZA,  admin,  officer 

BOTSWANA 

Ms.  Keitshabe  V.  GAOLAOLWE  (Botswana),  admin,  asst. 

’Mr.  Romulo  L.  LINDO  (Filipino),  chauffeur 
’Mr.  Danilo  LIWANAG  (Filipino),  chauffeur 
Ms.  Lucy  M.  NXUMALO  (Swazi),  receptionist /secretary 
Ms.  Sylvia  A.  REUBENS,  secretary 


BRAZIL 

Sgt.  Marcos  A.  ABDALLA,  staff  officer 
Mr.  Ricardo  C de  ABREU,  draftsman 

Lt/Col  Jose  D.  ALEGRETT1,  deputy  chief.  Procurement  Office,  Military  Comm. 
Ms.  Amelia  M.  F.  ALVES,  admin,  asst. 

Mr.  Gentil  Leite  de  ANDRADE,  secretary,  Air  Attache's  Office 
Mr.  Ubirata  C.  de  AQUINO,  admin,  assist. 

MCPO  Abel  E.  ARAUJO,  staff  officer 
Mr.  Ricardo  ASPRON  (Spanish),  derk 
Mrs.  Andrea  R.  de  AZEVEDO,  admin,  asst. 

Lt/Col  Eduardo  J.  BACELLAR,  Head,  Data  Processing  Division 
Mr.  Joao  P.  BACELAR,  chief  accoimtant 
Mr.  Luis  A.  M.  BAIONI,  admin,  asst. 

Mr.  William  P.  BAPTISTA,  derk 
Mr.  Edson  J.  BARBOSA,  admin,  asst. 

Mr.  Humberto  BARBOSA,  admin,  asst. 

Mr.  Frandsco  deBARROS,  derk.  Military  Comm. 
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Mr.  Javier  P.  F.  BARROS  (Spanish),  derk 
Mrs.  Lidia  P.  de  BARROS,  admin,  asst. 

Mr.  Edson  J.  B.  BASTOS,  derk 

Mrs.  Shirley  S.  BEZERRA,  admin,  officer 

M/Sgt  Jose-Maria  I.  BINI-BROTTO,  admin,  asst. 

*Mr.  Sebastiao  E.  BORGES,  driver 
Mr.  Claudio  H.  M.  BRAGA,  admin,  asst. 

Mr.  Victor  M.  X.  BRITO,  admin,  asst. 

Mr.  Joel  BROCCA,  admin,  asst. 

Mrs.  Dora  F.  BROOKS,  admin,  asst. 

Mrs.  Cely  M.  L.  BURSON,  admin,  asst. 

Mr.  Reinaldo  B.  CAMARGO,  systems  analyst 
Mr.  Aluisio  G.  de  L.  CAMPOS,  admin,  asst. 

Mr.  Carlos  A.M.L.  CANTU  ARIA,  admin,  asst. 

MCPO  Eldo  S.  CARVALHO,  staff  officer 
*Mr.  Luiz  A.  V.  CARVALHO,  domestic,  Amb/s  residence 
MCPO  Jose  Antonio  CERVO,  admin,  asst. 

CPO  Valdomiro  R.  das  CHAGAS,  staff  officer 
Mr.  Maurido  V.  CHAVES,  admin,  asst. 

Cdr.  Jose  N.  CISNE,  staff  officer.  Naval  Comm. 

Ms.  Geralda  CLEMENTINO,  admin,  asst. 

Mr.  Oscarlina  T.P.  COMFORT,  admin,  asst. 

Ms.  Marilene  F.  COOPER,  secretary 
Mrs.  Graziela  M.  CORDEIRO,  admin,  asst. 

Mr.  Sebastiao  CORDEIRO,  admin,  asst 
Mrs.  Annabella  M.  COSTA,  admin,  asst. 

Miss  Lia  COSTA,  derk.  Naval  Comm. 

Ms.  Ninotchka  P.  COSTA,  admin,  asst. 

Cdr.  Cesar  da  S.  COUTO,  staff  officer 
Mrs.  Tereza  C B.  C.  DALY,  admin,  asst. 

Ms.  Julia  M.  DA  SILVA,  admin,  asst. 

Mr.  Ubirata  C.  DE  AGUINO,  admin,  asst. 

Col.  Jose  A.  DE  ALMEIDA,  chief.  Finance  Section 
Mrs.  Maritza  F.  DE  BARROS  LEAL,  admin,  asst. 

Mr.  Neide  A.  DE  CLEMENTE  CUNHA,  admin,  officer 
Major  Juarez  B.  DIOGO,  chief.  Air  comm. 

Miss  Marisa  C.  DORNELLES,  archivist 
Mrs.  Ledyr  S.  DURAES,  admin,  asst. 

Mr.  Marcos  L.  ELODI,  derk 

Ms.  Vera  E.  FANTINELLI,  admin,  asst. 

Mrs.  Tania  M.  FAVARO,  admin,  asst. 

Cdr.  Jaime  R.  FELIPE,  staff  officer 
Sgt.  Luiz  F.  FERNANDES,  admin,  asst. 

Mr.  Carlos  A.  M.  FERREIRA,  derk 

Col.  Celso  S.  M.  FERREIRA,  staff  officer 

Cdr.  Lauro  J.  FERREIRA,  staff  officer 

Maj.  Nelson  J.  S.  FERREIRA,  chief.  Procurement,  Air  Comm. 

Mrs.  Zelia  L.  FERRIS,  admin,  asst. 

Mrs.  Leila  de  K.  G.  FIGUEIREDO,  admin,  asst. 

Mr.  Milton  FIGUEIREDO,  admin,  asst. 

Mr.  Sebastiao  FONSECA,  admin,  asst 
Mrs.  Ana  L.  S.  FREITAS,  admin,  asst. 

Cdr.  Jaime  J.  FREITAS,  staff  officer 
Mr.  Jorge  FREITAS,  derk 

Mr.  Waldemiro  L.  FREITAS,  supervisor.  Data  Processing 
Mrs.  Alisa  P.  GARCIA,  secretary 
Mr.  Everardo  J.  GARQA,  admin,  asst. 

Mr.  Waldemir  R.  GASPAR,  admin,  asst. 

Mr.  Agnaldo  C.  GOMES,  derk 


Cdr.  Antonio  V.  GOMES,  staff  officer 
Mrs.  Rosane  GONIK,  admin,  asst. 

♦Ms.  Soloni  M.  GOUVEIA,  domestic,  Amb/s  residence 
Mr.  Mario  V.  G.  GUIMARAES,  admin,  asst. 

Ms.  Ines  GUMEIRO,  clerk.  Naval  Attache's  office 
Mrs.  Mirtes  S.  JONES,  admin,  asst. 

Lt/Col  Cleber  G.  T.  JORDAO,  chief.  Executive  Office 
Ms.  Dina  L.  DE  A.  KACHAR,  admin,  asst. 

Mrs.  Jussara  KANIS,  computer  programmer 
Mr.  Laerte  LEIROZ,  admin,  asst. 

Ms.  Isa  M.M.  LEITE,  admin,  asst. 

Cdr.  Paulo  de  T.  de  O.  LEME,  staff  officer.  Naval  Comm. 

Mr.  Fausto  LERNER,  admin,  asst. 

Miss  Eutimia  O.  LIMA,  tech.  asst. 

WO  Jose  R.  LIMA,  advisor,  Air  Comm. 

Mr.  Jose  M.  de  LIMA,  admin,  asst. 

Lt/Col  Jose  M.  B.  LOPES,  staff  officer,  Air  Comm. 

Mr.  Alvaro  G.  T.  LOUREIRO,  admin,  asst. 

Mr.  Jose  V.  LOURENCO,  admin,  officer 
Lt/Col  Ivan  M.  de  MACEDO,  chief.  Air  Comm. 

Ms.  Vitoria  S.  S.  MACEDO,  admin,  asst. 

Mr.  Tadeu  M.  MACHADO,  clerk,  Naval  Comm.,  admin,  asst. 
Miss  Haydee  S.  MAGRO,  education  aide 
Mr.  Luiz  de  Souza  MELLO,  admin,  asst. 

Mr.  Joao  D.  M.  MASCARENHAS,  admin,  asst. 

Mr.  Joao  de  S.  MESQUITA,  admin,  asst. 

Ms.  Eliete  R.  MIGUEL,  admin,  officer 
Mr.  Reinaldo  M.  MIGUEL,  admin,  officer 
Mrs.  Ana  V.  V.  MIRANDA,  admin,  asst. 

Mr.  Valdir  MONTEIRO,  admin,  asst. 

Mr.  Antonio  M.  MORAES,  admin,  asst. 

CPO  Jose  C.  MOREIRA,  staff  officer 
Mrs.  Giselle  MULLER,  admin,  asst. 

Ms.  Neuza  NEMER,  admin,  asst. 

Mr.  Armando  C das  NEVES,  admin,  asst. 

Mrs.  Adalgisa  H.  C.  NOGUEIRA,  admin,  asst. 

Lt/Col.  Pedro  C P.  de  OLIVERIA,  chief.  Financial  Division 

Mr.  Glaydson  PERDIGAO,  clerk 

Mr.  Armando  A.  PEREIRA  (Portuguese),  clerk. 

Mrs.  Cira  B.  C.  PEREIRA,  admin,  asst. 

Mr.  Manuel  Augusto  PEREIRA  (Portuguese),  mimeograph  oper. 
Mr.  Newton  C PEREIRA,  admin,  asst. 

Mr.  Vicente  de  P.  C.  PEREIRA,  Filho,  admin,  asst. 

Mrs.  Ana  T.  Cerbino  PERES,  admin,  asst. 

Mrs.  Maria  L.  RACHE,  admin,  asst..  Naval  Comm. 

Miss  Lidia  REMPALSKI,  admin,  officer 

Mr.  Carlos  A.  RODRIGUES  (Portuguese),  clerk 

Ms.  Maria  T.  RODRIGUES  (Portuguese),  admin,  asst. 

Mrs.  Maristela  M.  B.  RODRIGUES,  admin,  asst. 

Mr.  Roberto  V.  da  ROSA,  admin  asst. 

Miss  Maria  SANCHES,  admin,  asst. 

Cdr.  Edgard  R.  SANTOS,  staff  officer 

Miss  Jacy  F.  dos  SANTOS,  secretary,  Naval  Comm. 

Maj.  Marcelo  C.  dos  SANTOS,  staff  officer 
Mr.  Olney  R.  SCARANO,  admin,  officer 
Mrs.  Maria  V.  SHILLING,  admin,  asst. 

Mr.  Alvaro  H.  P.  G.  da  SILVA,  tech.  asst. 

Lt/Cdr.  Anderson  de  O.  SILVA,  staff  officer 
Mr.  Antonio  C.  SILVA,  tech.  asst. 
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Mr.  Carlos  Jose  A.  SILVA,  admin,  asst. 

Mrs.  Carmen  M.  M.  B.  da  SILVA,  admin,  asst. 

Ms.  Djalma  Nunes  da  SILVA,  admin,  officer 
Mr.  Jorge  A.  da  SILVA,  admin,  asst 
♦Mr.  Jorge  L.  da  SILVA,  domestic,  Amb/s  residence 
Mr.  Jose  E.  SILVA,  admin,  asst. 

Ms.  Maria  da  C SILVA,  admin,  officer 
♦Ms.  Maria  I.  SILVA,  domestic,  Amb/s  residence 
Miss  Valeria  R.  SILVA,  admin,  asst. 

Mrs.  Vera  B.  da  SILVA,  admin,  asst. 

Lt/Col.  Edmar  L.  de  SOUZA,  chief.  Finance  Section,  Mil.  Comm. 
Cpt.  Marcelo  C R.  TAVES,  staff  officer.  Naval  Comm. 

Mr.  Marivaldo  TEIXEIRA,  tech.  asst. 

Mrs.  Marina  F.  TELES,  admin,  asst. 

Mr.  Carlos  M.  de  C.  TELLES,  clerk 
Mr.  Carlos  R.P.  VALDES  (Chilean),  clerk 
Mr.  Edilson  VASCONCELOS,  clerk 
Mr.  Gilmar  de  J.  VAZ,  clerk 
Mr.  Valentin  VEGA  (Spanish),  clerk 
Miss  Ady  M.  VIEIRA,  admin,  asst. 

Mrs.  Gyslene  A.  WEIDEMAN,  admin,  asst. 

Mrs.  Ana  V.S.  WIEGAND,  admin,  asst. 

Mrs.  Germaine  P.  WELLS,  admin,  asst. 

Mr.  Tardsio  ZANDONADE,  librarian 
Mr.  Roberto  R.  ZITO,  admin,  asst. 


BRUNEI 

Ms.  Nermin  DASDELEN  (Turkish),  receptionist 
Ms.  Miguela  G.  HERNANDEZ  (Filipino),  derk 
Ms.  Maria  BELEN  M.  HIZON  (Filipino),  asst,  collator 
Mr.  Mazlan  H.  IDRIS  (Malaysian),  derk 
Mrs.  Betty  R.  LAPIAN  (Indonesian),  receptionist 
Ms.  Belen  T.  PEJORO  (Filipino),  asst,  public  relations  officer 
*Mr.  Wawan  SETIAWAN  (Indonesian),  driver 

BULGARIA 


♦Mr.  Ognyan  K.  APOSTOLOV,  driver 
Ms.  Eugenia  MARINOVA,  protocol  asst. 
Mr.  Lyubomir  STOINEV,  admin,  asst. 
Mr.  Stoicho  I.  ZHELEV,  admin,  asst. 


BURKINA  FASO 

♦Mrs.  Fatma  MOULOUA  (Algerian),  secretary 

BURUNDI 

Mrs.  Bibiane  N.  BIZINDAVYI,  administrative  secretary 
♦Mr.  Martin  NKEZABAHIZI,  housekeeper,  Amb/s  residence 

CAMEROON 


Mr.  Fred  BEINSU,  derk 
♦Mr.  Jean  L'or  BELONG,  usher 
♦Mr.  Geh  P.  CHUNGA,  driver 
♦Mr.  Ebendeng  EBENDENG,  chauffeur 
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Ms.  Agnes  FOR  BIN,  secretary 
*Mr.  Ayime  ISAIAH,  caretaker,  at  the  Embassy 
*Mr.  Michael  KANE-ETJEKE,  cook,  Amb/s  household 
*Mrs.  Marie  J.  KANE-NGINDENGUE,  domestic,  Amb/s  household 
Mrs.  Henriette  KANGA,  secretary 
Mr.  Margaret  A.  KEMNGANG,  secretary 
M/Sgt.  Augustin  KUM  NT  AM,  chief  accountant /secretary 
*Mr.  Abraham  MEN  DO  ONDOUA,  butler,  Amb/s  household 
Ms.  Elizabeth  NGOBILIKHA,  secretary 
Ms.  Alima  NGOUTANO-NJOYA,  clerk 
Mrs.  Emmaculate  NJIE,  secretary 
Mrs.  Nkou  OLINGA,  secretary 
*Mr.  Sylvestre  TANJOH  TIKUM,  driver 
Ms.  Rose  TENDOH-LEVAI,  secretary 
Ms.  Ebanga  G.  TAT  AW,  secretary 

CANADA 


Mr.  Michael  L.  ALINO  (Filipino),  clerk 
*Mr.  Buenaventura  K.  ALVERO,  Jr.,  (Filipino),  driver 
Lt/Col  Paul  P.  BEAUCHESNE,  liaison  officer 
Mrs.  Guylaine  M.  BEDARD,  clerk 
M/Cpl  Michael  A.  BISHOP,  clerk 
Cpl.  Joseph  C.  BISSON,  finance  clerk 
Mrs.  L.  J.  BOLFEK,  scheduling  officer 
Ms.  Helene  M.  BOUCHARD,  consular  program  officer 
Ms.  Joanne  BRAAM,  secretary 
Ms.  Judith  BRADT,  commercial  officer 
*Mr.  Marc  J.  G.  BRENNET  (Belgian),  cook,  Amb/s  residence 
Mrs.  Carol  BROADHURST,  personnel  asst. 

M/Cpl  Michael  G.  BROOKER,  communicator 
Mrs.  Faye  BROOKS,  supervisor 
Cpl.  John  L.  BROWN,  admin,  clerk 
Mrs.  Nancy  T.  BULL,  clerk 
Mr.  G.  M.  BULLARD,  property  mgmt.  supervisor 
Ms.  Lori-Ann  B.  BUSSIERE,  clerk 
Cpl.  Thomas  T.  CARTER,  clerk 
*Mr.  David  L.  CHAMPION,  security  guard 
Ms.  P.K.  CHAPPELL,  public  affairs  officer 
Cpl.  Randall  J.  CHARTRAND,  teletype  operator/clerk 
Miss  G M.  CHENE,  steno. 

M/Cpl  Arnold  E.  CLARKSON,  clerk 
Mrs.  Dominique  CLUNE,  receptionist 
Mr.  Jean-Georges  COTE,  telecommunications  officer 
Mr.  Arnold  K.  COURT,  head.  Personnel  Unit 
M/Cpl  Sylvain  CYR,  admin,  clerk 
Mrs.  Karen  L.  CZIRJAK,  clerk 
Ms.  Sylvia  DAIGLE,  secretary 
Cpl.  Joseph  D.  IYARCY,  clerk 
Mr.  Terrence  DAVIES,  liaison  officer 
Miss  I.  G.  DAVIS,  secretary 
*Mr.  G.A.  DAWKINS  (Jamaican),  driver 
*Mr.  Mario  P.  DELA  CRUZ  (Filipino),  driver 
*Ms.  Luz  B.  DE  LOS  SANTOS,  maid,  Amb/s  household 
Cpt.  Gary  W.  DOE,  staff  officer 
Mrs.  Barabara  DONAHUE,  librarian 
Maj.  John  A.  DORMAN,  staff  officer 
Mrs.  Lorraine  DOUGLAS,  secretary 
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CANADA 


M/Cpl  Michael  J.  DUNN,  clerk 
Lt/Cdr  Gary  H.  DURHAM,  staff  officer 
Mr.  J.  S.  EADE,  asst,  transport  supervisor 
Ms.  Claire  EKUERE,  clerk 
Sgt.  Michael  W.  FTNGAS,  supply  technician 
M/Cpl  Guy  FOISY,  staff  officer 
L/Cdr  David  GANDERTON,  staff  officer 
*Mr.  Renato  G.  GARCIA,  maintenance 
Sgt.  David  A.  GIBBONS,  clerk 
Ms.  Anne  Marie  L.  GIBBS,  secretary 
Mr.  Graham  J.  GIBBS,  liaison  officer 
Cpl.  Lawrence  A.  GIBSON,  finance  derk 
*Mr.  Jacques  GIROUX,  driver 
Mr.  J.  D.  GOUCH,  transport  supervisor 
Cpl.  Rickey  J.  HAAGSMA,  communications  officer 
Lt/Cdr  Reming  J.  HANSEN,  admin,  officer 
Mrs.  Irene  HANSEN-REEDER  (French),  consular  assistant 
Mr.  Jody  HANSEN,  derk 
*Ms.  Micheline  HAREL-FAIRE,  admin,  officer 
*Mr.  J.  HELIE,  chauffeur 
Lt.  Phillip  C.  HENDERSON,  staff  officer 
Miss  Verna  HENDERSON,  congressional  research  officer 
Mr.  Terry  R.  HENNEBERRY,  budget  asst. 

Ms.  Lucille  HONTIVEROS,  derk 
Ms.  Maureen  L.  HORNER,  administrator 
Cpl.  Edward  J.  HUNT,  admin,  derk 
Mr.  Patrick  J.  HURLEY,  supervisor 
WO  George  C.  INGRAM,  communications  officer 
PO  Eric  M.  JONES,  finance  derk 
Lt/Cdr  Jeffrey  D.  JONES,  staff  officer 
Miss  Michelle  JONES,  secretary 
Miss  Tara  KLATT,  secretary 
Mrs.  Gertrude  A.  KILKENNY,  librarian 
Mr.  Frank  A.  LAFLECHE,  commerdal  officer 
Cpl.  Christopher  A.  LAWRENCE,  derk 
Maj.  Edward  P.  LEBLANC,  communications  officer 
♦Mr.  Louis  G.  C.  LEPIECE  (Belgian),  chef 
Ms.  Claudette  LESAGE,  audit  derk 
Maj.  G.  D.  LESLIE,  liaison  officer 
Mrs.  Collette  LUPIEN,  secretary 
*Mr.  Yves  LUPIEN,  maintenance 
Maj.  Robert  E.  MACDONALD,  liaison  officer 
Cpl.  Carson  L.  MACDONALD,  communications  operator 
*Ms.  Rosamima  MANALANG,  domestic.  Ambassador's  residence 
Mr.  Dennis  R.  MANUGE,  mailroom  derk 
Sgt.  Terence  H.  MARSHALL,  clerk 
Ms.  Loma  N.  MARTINEZ  (Filipino),  secretary 
Ms.  Birgit  MATTHIESEN,  immigration  officer 
Mrs.  P.A.  McCLEAN,  derk 
Major  Donald  MC  VEE,  staff  officer 
Mrs.  Norma  MESSENGER,  derk 

Maj.  Francois- Andre  MEUNIER,  communications  officer 
*Mr.  Jasbir  MONGIA,  driver 
M/Cpl  John  P.  MORDEN,  derk 
Mr.  Calvin  MORRISON,  derk 

Mrs.  Christine  W.  MORRISON  (New  Zealander),  office  manager 
Ms.  Leanne  M.  MOSER,  mailroom  derk 
PO  Clarence  H.  MUNROE,  finance  derk 


CANADA— CHAD 
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Cpl.  William  R.  NAYLOR,  clerk 
Ms.  Katherine  S.  NAZARALI,  secretary 
Mrs.  Nina  NIEDZVIECKI,  secretary 
Mr.  Todd  NIXON,  secretary 
Mr.  Jason  O'BRIEN,  clerk 
Cpl.  Henry  W.  OSS,  clerk 
Mr.  Alfred  PARSONS,  clerk 
Mrs.  Jennifer  PAYNE,  public  affairs  officer 
Maj.  Cedi  O.  PENNEY,  communications  officer 
Cpl.  Toby  PERRY,  derk 
Ms.  Monigue  RACICOT,  secretary 
*Mr.  J.  RACINE,  maintenance  supervisor 
Cdr.  Grant  D.  RALPH,  staff  officer 
Ms.  Frances  L.  RAWLYK,  asst,  secretary 
Ms.  Marie  A.  REMY,  secretary 
Mr.  Martin  ROSPLESCH,  liaison  officer 
Cpl.  Daniel  ROY,  admin,  derk 
Mrs.  Melanie  RYMER,  derk 
Mrs.  Lorraine  A.  SAVAGE,  secretary 
*Mr.  George  W.  SCOTT  (Jamaican),  chauffeur 
Miss  Pearl  SHIRLEY,  secretary 
Ms.  Patrida  SMITH,  secretary 
Mrs.  Karen  R.  SNIDER,  secretary 
Cpt.  Antoni  STASIE,  staff  officer 
Mr.  Charles  STENBERG,  data  base  derk 
Mrs.  Tasoulla  STENBERG,  secretary 
Mrs.  Cynthia  STEVENSON,  commerdal  officer 
M/WO  Ronald  SWEENEY,  derk 
Ms.  Theresa  SWEENEY,  secretary 
*Mr.  Jerry  TREMBLAY,  driver /messenger 
Ms.  Jodi  TUER,  recruitment  asst. 

Ms.  Rosalie  VAN  DER  ZALM  (British),  secretary 

Cdr.  Eric  B.  WAAL,  staff  officer 

Mr.  Peter  WAAL,  derk 

Mrs.  Janissa  WAGNER,  secretary 

Mr.  Hugh  WILKINSON,  commerdal  officer 

Ms.  Deborah  WILSON,  word  processor 

M/Cpl.  David  A.  YORK,  finance  derk 

CAPE  VERDE 

Mr.  Salomao  L.  de  BARROS,  asst,  accountant 
Mr.  Alexandre  Z.  da  LUZ,  secretary 
*Ms.  Mafalda  D.  MORENO,  maid,  Amb.'s  residence 
Mr.  Antonio  H.  M.  de  M.  PINTO,  derk 

CENTRAL  AFRICAN  REPUBLIC 

*Mr.  Thomas  K.  BEOULE,  cook,  Amb.'s  household 
Mr,  Patrice  A.  GBENGOU,  secretary 
*Mr.  Boniface  ONGOT,  driver 


CHAD 


*Mr.  Edinborough  CALEB,  chauffeur 
Mr.  Mahamat  HAMID,  derk 
*Mr.  Ariel  D.  UNALIVIA  (Filipino),  chauffeur 
•Mr.  Ramat  YOUNOUS  ALWALI,  chauffeur 
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CHILE 


CHILE 

M/Sgt.  Eduardo  AGUILERA,  tech.  asst. 

CPO  Arturo  O.  ALDUNCE,  mail  clerk 
CPO  Sergio  G.  ARANCIBA,  telex  operator 
Mr.  Jorge  M.  ASTORGA,  clerk 
Mr.  Carlos  AVILES,  clerk  (Army) 

Mr.  Miguel  BARAKE,  secretary 

Lt.  Andres  BORE,  head.  Procurement  Division 

Mrs.  Maria  G.  CAMUS,  secretary 

Cpt.  Luis  F.  CORDERO,  technical  advisor 

Mrs.  Sara  COTRONEO,  secretary 

Cdr.  Osvaldo  DEL  OTERO,  advisor 

CPO  Hector  G.  ESPARZA,  clerk 

Mr.  Orlando  ESPINOZA,  clerk 

Lt/Col  Alberto  P.  FRAUENBERG,  chief.  Technical  Dept. 
Mr.  Eduardo  FREDZ,  clerk 
Mr.  Luis  E.  FREDZ,  clerk 
*Mr.  Jose  FUENTES,  driver 
*Mr.  Leonel  FUENTES,  driver 
CPO  Temistocles  E.  GAJARDO,  clerk 
Ms.  Yolanda  GALAZ,  secretary 
PO  Carlos  E.  GALLEGOS,  clerk 
Mr.  Marco  A.  GALLARDO,  computer  programmer 
Sgt.  Humberto  GONZALEZ,  asst,  finance  officer 
Lt.  David  A.  HARDY,  asst,  to  Attache 
*Mr.  Juan  A.  HERRERA,  driver 
*Ms.  Maria  JORQUERA,  maid,  Amb/s  household 
Mr.  Jorge  LETELIER,  accounting  tech. 

Miss  Maria  V.  LIHN,  secretary 
Mr.  Fernando  MARCELLI,  clerk 
*Mr.  Julio  MEL  LA  DO,  driver 
Mrs.  Silvia  MICHALIK,  secretary 
CWO  Rigoberto  A.  MUNOZ,  asst,  technician 
Mr.  Enrique  J.  ORDONEZ,  clerk 
Mr.  Raul  S.  PALAZUELOS,  secretary 
*Mr.  Gonzalo  PERALTA,  Jr.,  driver 
Mrs.  Maria  B.  de  PINCUS,  admin,  chief 
’Sgt.  Jose  L.  PINO,  driver 
Ms.  Olga  E.  PINOCHET,  secretary 
Capt.  Isaac  RAMOS,  chief.  Computer  Dept. 

Mr.  Rodolfo  A.  REYES,  clerk 
Mr.  Francisco  J.  RIVAS,  clerk 
Mr.  Oscar  RIOS,  derk 
Ms.  Angela  ROJAS,  secretary 
*Ms.  Sonia  SALCEDO,  domestic,  Amb/s  household 
Mr.  Rolando  SANHUEZA,  derk 
Mr.  Federico  E.  SANTIBANEZ-JEREZ,  derk 
Mr.  Amoldo  SOTO,  derk 
*Mr.  Sergio  SOTO,  butler.  Military  Mission 
Mrs.  Lyuba  G.  STINGLE,  secretary 
CPO  Manuel  A.  TAPIA,  derk 
Mr.  Jaime  VALENCIA,  receptionist 
Mr.  Luis  R.  VALENCIA,  tech.  asst. 

CWO  Marcos  VARGAS,  derk/typist 

Lt/Col  Patrido  U.  VASQUEZ,  chief.  Accounting  Dept. 

Mr.  Bernardo  VERGARA,  derk 


CHILE— CHINA  17 

Miss  Carolina  VILLEGAS,  secretary 
Mr.  Patricio  YANEZ,  telex  operator 
Ms.  Maria  L.  ZULUETA,  secretary 

CHINA 

Mr.  Fajin  CAO,  employee 
Mr.  Tonghai  CAO,  employee 
Mr.  Jiannong  CHAO,  employee 
Mr.  Baod  CHEN,  employee 
Mr.  Dongfeng  CHEN,  employee 
*Mr.  Luyuan  CHEN,  employee 
Mr.  Qingduo  DAI,  employee 
Mr.  Zhongtong  GAO,  employee 
Mr.  Jim  GUO,  employee 
Mr.  Zhaohu  HAN,  employee 
Mr.  Tielin  HAO,  employee 
Mr.  Zhiming  JIANG,  employee 
Mr.  Guoqing  LI,  employee 
Mr.  Jian  LI,  employee 
Mr.  Xishan  LI,  employee 
Mr.  Zhenlong  LI,  employee 
Mr.  He  LIU,  employee 
Mr.  Hongwang  LIU,  employee 
Mr.  Jie  LIU,  employee 
Mr.  Shuangqing  MA,  employee 
Mr.  Yuejin  NING,  employee 
Mr.  Decheng  QU,  employee 
Mr.  Fulai  REN,  employee 
Lt/Col  Fumao  REN,  employee 
Mr.  Yimin  SHAN,  employee 
Mr.  Liancheng  SHI,  employee 
Mr.  Lu  SHI,  employee 
Mr.  Jiaming  SUN,  employee 
Mr.  Shuting  TONG,  employee 
Mr.  Desheng  WANG,  employee 
Mr.  Jun  WANG,  employee 
Mr.  Lei  WANG,  employee 
Mr.  Qiansheng  WANG,  employee 
Mr.  Shaolun  WANG,  employee 
Mr.  Zuoshan  WANG,  employee 
Mr.  Xiuchen  WEI,  employee 
Mr.  Tingjin  WEN,  employee 
Mr.  Taosheng  WU,  employee 
Mr.  Tianying  WU,  employee 
Mr.  Guoshun  XIA,  employee 
Mr.  Hui  XIE,  employee 
Mr.  Xingdong  XIE,  employee 
Ms.  Kewen  XU,  employee 
Mr.  Dongan  XUE,  employee 
Mr.  Changqing  YANG,  employee 
Mr.  Dexin  YANG,  employee 
Mr.  Wen  YANG,  employee 
Mr.  Quanjin  YU,  employee 
Mr.  Zide  YU,  employee 
Mr.  Sen  wan  g ZHAN,  employee 
Mr.  Jiangshui  ZHANG,  employee 
Mr.  Zhiguo  ZENG,  employee 
Mr.  Baokuan  ZHANG,  employee 
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CHINA— COTE  D'IVOIRE 


Mr.  Guixi  ZHANG,  employee 
Mr.  Heyun  ZHANG,  employee 
Mr.  Junlou  ZHANG,  employee 
Mr.  Ronghua  ZHANG,  employee 
Mr.  Jiayan  ZHANG,  employee 
Mr.  Qingwang  ZHANG,  employee 
Ms.  Xi  ZHANG,  employee 
Mr.  Min  ZHOU,  employee 
Mr.  Zaoxian  ZHOU,  employee 
Mr.  Quingchi  ZHU,  employee 

COLOMBIA 


Mr.  Juan  ACOSTA,  secretary 
Ms.  Eli  ana  B OTERO,  secretary 
Ms.  Maricel  CAMACHO,  secretary 
CMSgt.  Luis  A.  CERON,  secretary.  Air  Attache's  Office 
Sgt.  Jose  Albeiro  GRISALES,  secretary.  Police  Attache's  Office 
*Ms.  Teresa  GUASTUMAL,  domestic,  Amb.'s  residence 
Miss  Maria  V.  ISAZA,  secretary 
1st  Sgt.  Raul  MARTINEZ,  secretary 
*Miss  Luda  MORALES,  domestic,  Amb.'s  household 
*Ms.  Petronila  NIEVES,  domestic,  Amb.'s  household 
Mr.  Filiberto  PAYARES,  secretary 
2nd  Lt.  Oscar  A.  PIMIENTA,  asst,  to  Attache 
Mrs.  Edith  RODRIGUEZ-HERNANDEZ,  secretary 
Mr.  Hugo  SOTO,  secretary 
Mr.  Carlos  RUA,  secretary 

CONGO 

*Mr.  Paul  DIMI,  cook,  Amb.'s  household 
*Mr.  Jean  P.  KESSOUO,  chauffeur 
Mr.  Omer  MATINGOU,  secretary 


COSTA  RICA 


Mr.  Freddy  ARTAVLA,  admin,  derk 


COTE  D'IVOIRE 

*Mr.  Samson  Paul  ABRAHAM,  chauffeur 
Ms.  Caroline  G.  C.  ADJOUSSOU,  secretary 
Mr.  Anoh  J.  BEN,  asst,  to  Mil.  Attache 
*Miss  Virginia  C.  CORACAO,  governess,  Amb.'s  household 
*Ms.  Cremilde  DE  BRITO  FARIAS  (Portuguese),  governess,  Amb.'s  residence, 
*Mr.  Kacou  J.  A.  DINGUI,  chauffeur 
Mr.  Felix  T.  FERRANT  (French),  derk 
*Mr.  Mamadou  T.  GOUMOU,  maitre  d’,  Amb.'s  residence 
Mrs.  Irene  G.  GBETIBOUO,  receptionist 
Ms.  Eulalie  G.  KOISSY,  secretary 
Mrs.  Josephine  M.  KOMENAN,  secretary 
*Mr.  Molo  KONAN,  chef,  Amb.'s  residence 
Ms.  Gervaise  KOUKOUI  (Ivorian),  secretary 
Miss  Feledte  KUOH  (Cameroonian),  secretary 
*Mr.  Jose  M.  MARTINS  (Portuguese),  chauffeur 
Mr.  Nguessan  M.  P.  M.  BOUA,  secretary 
*Mr.  Jean  Qaude  De  Mozart  N’GUESSAN,  chauffeur 


COTE  D’IVOIRE— DOMINICAN  REPUBLIC 


Miss  Evelyne  POTTIER,  secretary 

♦Mr.  Koudougou  P.  SIM  PORE  (Burkinan),  maitre  d',  Amb/s  household 
*Ms.  Felisa  VELASQUEZ-OLIVERA,  chambermaid,  Amb/s  household 

CYPRUS 

Miss  Haido  ALVANI,  secretary 
Mr.  Emmanuel  CANO  (Filipino),  secretary 
*Mr.  Gil  G.  CANO  (Filipino),  clerk/messenger 

CZECH  and  SLOVAK  FEDERAL  REPUBLIC 

Mr.  Jaromir  BAUER,  derk 
Mr.  Martin  HEJL,  derk 
Mr.  Jaroslav  KRSEK,  derk 
Miss  Anna  MASAKOVA,  derk 
Mrs.  Blazena  SLENCOVA,  derk 
Mrs.  Vera  SNAJDROVA,  secretary 
Mr.  Juraj  VALASTAN,  derk 
Mr.  Zdenek  VALIS,  derk 
Mr.  Ivan  ZALESKY,  derk 


DENMARK 


Ms.  Marianne  BRO,  steno. 

Mrs.  Jytte  Busch  GIBSON,  steno. 

Ms.  Pia  HANSEN,  steno. 

Mr.  Walther  M.  LANGE,  admin,  asst. 

Ms.  Aase  L.  LARSEN,  accountant 
Sgt.  Steen  MERRILD,  consular  asst. 

Ms.  Vibeke  MERRILD,  steno. 

♦Mr.  Steve  K.  MOGENSEN,  derk/ chauffeur 
*Mr.  Rolando  M.  MUNAR,  maintenance 
CPO  Poul  MYRNER,  consular  asst. 

*Mr.  Henrik  NAKSKOV,  chef,  Amb/s  residence 
*Ms.  Feliddad  F.  OASAY  (Filipino),  domestic,  Amb/s  residence 
*Ms.  Diana  A.  PEDRIGAL,  domestic,  Amb/s  household 
Mrs.  Ellen  B.  PITTMAN,  asst,  to  press  counselor 
Ms.  Eva  STOUGAARD-ANDRESEN,  secretary 
*Mr,  Virgilio  A.  TUBILLA  (Filipino),  janitor 

DJIBOUTI 

*Ms.  Mila  D.  PIMENTEL  (Filipino),  maid,  Amb/s  residence 
*Ms.  Dominga  V.  BOLANTE  (Filipino),  maid,  at  Embassy 
Ms.  Fatuma  DU  ALE  (Kenyan),  secretary 
Ms.  Gelila  GEBREHEYWOT  (Ethiopian),  bilingual  secretary 
*Mr.  Romeo  A.  HIPOLITO  (Filipino),  chauffeur 
Ms.  Maria  Luz  C MORADA  (Filipino),  secretary 

DOMINICAN  REPUBLIC 

*Ms.  Brigida  M.  GUILLEN  GONZALEZ,  domestic,  Amb/s  residence 
Mr.  Bonifado  MONTANO,  derk 

*Ms.  Casimira  ROJAS  RAMIREZ,  domestic,  Amb/s  residence 
Mrs.  Amalia  A.  de  RUBIN,  asst. 

*Ms.  Joan  J.  RUFINO,  domestic,  Amb/s  residence 
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ECUADOR— EGYPT 


ECUADOR 


Sgt.  Flavio  A.  ARMAS,  admin,  asst. 

Mr.  Fausto  ARAUZ,  admin,  asst. 

Mrs.  Liliana  D.  COOK,  secretary 
*Mr.  Renato  GARCES  A.,  messenger 
Mr.  Pedro  GUERRA,  admin,  asst. 

Ms.  Hilda  I.  LANAS,  secretary 
Mr.  Matias  ORTIZ,  admin,  asst. 

Miss  Nuria  E.  TOSCANO,  receptionist 
Miss  Laura  VEINTIMILLA,  secretary 
Mrs.  Cecilia  M.  YANEZ,  secretary 
Mr.  Pablo  YANEZ,  clerk 

EGYPT 

*Mr.  Abdel-Tawab  M.  ABDALLA,  security  guard 
Sgt.  Ahmed  H.  ABDALLA,  admin,  asst. 

Mr.  Abdel- AZIZ  Y.  ABDEL-AZIZ,  clerk 
Sgt.  Adel  A.  ABDEL  GHANY,  clerk 
M/Sgt.  Abdel  H.  E.  ABDEL  HALIM,  clerk 
Mr.  El-Said  I.  ABD-EL  HAMID,  clerk 
Mr.  Mahmoud  E.  ABD  EL  LATIF,  accountant 
Sgt.  Mahmoud  A.  H.  ABDEL  MAGID,  admin,  asst 
Mr.  Samir  ABDEL-MOETY,  admin,  clerk 
S/Maj  Awadalla  S.  ABDEL  RAHMAND,  clerk 
*Mr.  Abdelhafez  M.  ABDEL  RAZEK,  security  guard 
Sgt.  Abu-Khatib  A.  AHMED,  clerk 
Mr.  TalaatM.  AHMED,  clerk 
Sgt.  Mohamed  H.  AMIN,  office  asst. 

Mr.  Fatouh  M.  ATTIA,  clerk 
Mr.  Ramadan  G.  AW  AD,  clerk 
Mr.  Said  A.  BASSIOUNY,  clerk 
*Mr.  Hussein  M.  BAYOUMY,  chauffeur 
Sgt.  Abdel  G.  BEKHIT,  clerk 
Ms.  Trade  M.  CLAXTON  (British),  secretary 
Mrs.  Eva  R.  C DE  LEON  (Filipino),  secretary 
*Mr.  Youssef  M.  DEVIDAR,  messenger 
Mrs.  Elaine  DIVALL-NASHASHIBI  (British),  secretary 
Mrs.  Fatma  E.  EID,  secretary 
Mr.  Attia  A.  EITAH,  derk 
Mr.  Moustafa  M.  EL-BADRY,  telex  operator 
Mr.  Ahmed  A.  EL.  EL-FATTAH,  derk 
Mr.  Abdel-Hafiz  M.  EL-GAMMAL,  telex  operator 
Sgt.  Abou  E.  M.  A.  EL-HASSAN,  derk 
Mr.  Hosny  M.  EL  GHARIB,  telex  operator 
Sgt.  Khalil  F.  EL-NOUBI,  derk 
Mr.  Mahmoud  A.  EL  SADDIK,  derk 
lst/Sgt.  Abdel  H.  E.  EL  SAIDY,  derk 
Sgt.  Anmed  M.  EL  SAKKA,  derk 
Maj.  Abdel  H.  T.  EL-SHEIKH,  admin,  asst. 

Ms.  Amy  A.  GARCIA  (Filipino),  educational  spedalist 
Mr.  Mohamed  E.  GOUDA,  telex  operator 
Lt.  Farag  A.  HASSAN,  derk 
Sgt.  Hussein  A.  HASSAN,  derk 
*Ms.  Khairia  A.  HASSAN,  domestic,  Amb/s  residence 
Mr.  Mohamed  A.  HASSAN,  derk 
Miss  Nayel  H.  HASSAN,  interpreter 


EGYPT— EL  SALVADOR 
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Sgt.  Magdi  M.  HEMDAN,  derk 
M/Sgt.  M.  Sameh  A.  HEMED,  admin,  asst. 

M/Sgt.  Nader  Z.  HUSSEIN,  admin,  officer 
Mr.  Mohamed  H.  IBRAHIM,  derk 
Lt.  Attia  A.  ISMAIL,  derk 
Sgt.  Adel  M.  F.  M.  KHALIL,  derk 
Mr.  Saber  B.  KHALIL,  derk 
M/Sgt  Sabry  M.  M.  KHALIL,  derk 
*Mr.  Chandoo  D.  LAL  (Pakistani),  messenger 
Sgt.  Abdel  A.  LASHIN,  derk 
Ms.  Maria  B.  M.  LEDESMA  (Filipino),  secretary 
Mrs.  Cecilia  M.  S.  LON  (Filipino),  secretary 
*Ms.  Amy  N.  MAGPAYO  (Filipino),  domestic,  Amb.'s  residence 
Sgt.  Hassan  M.  H.  MAHMOUD,  office  asst. 

Mr.  Mahmoud  A.  MAHMOUD,  derk 
Mr.  Safwat  A.  MAHMOUD,  derk 
Mr.  Hani  S.  MALATY,  student  affairs  spedalist 
*Mr.  Awad  S.  MANSOUR,  security  guard 
Ms.  Ana-Marie  MARCELO  (Filipino),  secretary 
Sgt/Maj  Abdel  S.  M.  MEGAHED,  derk 
*Mr.  Bahei  E.A.  MOHAMED,  security  guard 
WO  Mohamed  H.  MOHAMED,  derk 
Sgt.  Mohamed  R.  MOHAMED,  derk 
*Mr.  Mohamed  R.  MOHAMED,  messenger 
Mr.  Moustafa  A.  MOHAMED,  derk 
*Mr.  Salah  A.  MOHAMED,  messenger 
Mr.  Ibrahim  O.  MOHAMED  BAKKAR,  telex  operator 
Mr.  Gharib  M.  MORSY,  derk 
Mr.  Zin  E.A.  MOSTAFA,  admin,  officer 
Mr.  Salama  S.  NAFIE,  derk 
Ms.  Ligaya  I.  NARVACAN  (Filipino),  secretary 
Sgt.  Salah  A.  NASER,  derk 
Mrs.  Carol  PINTOR  (Filipino),  secretary 
Mr.  Ah  Sarny  RAGEH,  derk 
Lt.  Moustafa  A.  REZK,  derk 
Mr.  Ashraf  RIAD,  admin,  officer 
Ms.  Obdulia  M.  RINONOS  (Filipino),  secretary 
Miss  Nefertiti  SALEIH,  secretary 
WO  Mostafa  A.  SAMAHA,  derk 
Ms.  Maria  L.  SANTOS  (Portuguese),  secretary 
Ms.  Maria  C.  SIAN  (Filipino),  secretary 
*Miss  Elena  SIONDINO  (Italian),  machine  oper. 

Ms.  Agnes  M.  SOLCRUZ  (Filipino),  secretary 
Mrs.  Nevine  O.  SOLIMAN,  secretary 
Mr.  Reda  A.  SOLIMAN,  derk 
*Mr  Ahmed  A.  A.  THABET,  messenger 
*Mr.  Gomaa  H.  YEHIA,  driver 
Mr.  Nosrat  M.  YOUSSEF,  telex  operator 
Ms.  Lourdes  D.  YUSAY  (Filipino),  secretary 

EL  SALVADOR 

Mrs.  Dora  M.  de  AGUILAR,  secretary 
Mr.  Salvador  ALCAINE,  clerk 

*Mr.  Julio  ANGULO  ROMERO,  sr.  transportation  officer 
Ms.  Elizabeth  CASTANEDA-FERMAN,  secretary 
Ms.  Ana  C CORDOVA,  secretary 
Ms.  Janeth  del  C.  CORDOVA,  secretary 
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EL  SALVADOR— FRANCE 


Mrs.  M.  Celina  CUELLAR,  secretary 

Ms.  Ana  J.  HENRIQUEZ  DE  COMAYAGUA,  secretary 

Mr.  Luz  A.  IBBOTSON,  admin,  officer 

Miss  Maria  MEDINA  LOAISIGA,  secretary 

Miss  Mabel  I.  MERLOS  DE  RIVAS,  secretary 

Mr.  Raul  A.  SEGURA  MENDOZA,  clerk 

Ms.  Claudia  N.  VASQUEZ,  secretary 

ETHIOPIA 

Ms.  Fe.  R.  CABRERA  (Filipino),  secretary 
Mrs.  Marion  P.  DIZON,  secretary 
Mr.  Leiykun  MULUNEH,  receptionist 
Mr.  Gedion  TAMERAT,  clerk 
Mr.  Negash  TSEGAYE,  clerk 

FIJI 

Miss  Jocelyn  L.  MOGOL  (Filipino),  secretary 

FINLAND 


Miss  Kaisa  AROLA,  secretary 
*Miss  Sirkka  AUVINEN,  maid,  Amb.'s  household 
Mrs.  Taija  T.  DAHER,  asst,  treasurer 
Miss  Seija  HAARALA,  secretary 
Miss  Tiina  HAKALA,  asst,  archivist 
*Miss  Aili  HEINONEN,  maid,  Amb.'s  residence 
Ms.  Liisa  P.  HIETALA,  secretary 
Miss  Ulla  HOIKKALA,  secretary 
Ms.  Laura  K.  ISOMAKI,  archivist 
Miss  Saila  KANKAANPAA,  secretary 
Miss  Jaana  KONINKI,  secretary 
Ms.  Jaana  M.  KYMALAINEN,  secretary 
Mrs.  Helena  NENONEN-LATCHMAN,  secretary 
Mr.  Harri  NIEMINEN,  derk 
Mr.  Timo  OINONEN,  derk 
Mr.  Pekka  H.  PARNANEN,  asst,  to  counselor 
Mr.  Olli-Pekka  J.  RUUSKANEN,  derk 
Miss  Pirkko  SAVOLAINEN,  asst,  treasurer 
*Miss  Gunilla  S.  SIMBERG,  nursemaid,  Amb.'s  residence 
Miss  Benita  STROMSTEN,  secretary 
Miss  Marja  TUOMINEN,  secretary 
*Miss  Leila  VIRTANEN,  chef,  Amb.'s  residence 
Mrs.  Pirjo  WEST,  secretary 


FRANCE 

Mrs.  Ariadne  ACCHIARDI,  employee 
Mrs.  Elisabeth  AGNEL,  secretary 
Mr.  Olivier  AMIEL,  employee 
*Mr.  Jean-Francois  ANDRE,  employee 
Maj.  Alain  ARNAUD,  employee 
Mrs.  Simone  AUBRY,  employee 
Mrs.  Sylvie  AUVILLAIN,  employee 
Mr.  Frederic  BACK,  employee 
Mr.  Alexis  BAELEN,  employee 
Mr.  Carlo  BAEZ  (Haitian),  employee 


FRANCE 
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Mr.  Renato  BANGIT  (Filipino),  employee 

Mr.  Michel  BARDY,  employee 

Mr.  Philippe  BARRE,  employee 

Mrs.  Anne  BARTHELEMY,  employee 

Mr.  Yvan  BEDOUET,  employee 

Mr.  Frands  BERNAD,  employee 

Miss  Evelyn  de  BERNARDO,  employee 

Mr.  Marc  BERNIER,  employee 

Mrs.  Francoise  BERNON,  employee 

Mr.  Jean-Pierre  BIZAT,  employee 

Mrs.  Mar  tine  BIZAT,  employee 

Miss  Bemarda  BLASCO,  employee 

Andre  BOEDEC,  employee 

Mr.  Denis  BOLDER,  employee 

Mrs.  Chantal  G.  BOLSTEIN,  employee 

Mrs.  Patrida  de  BORTOLI,  employee 

Mr.  Didier  BOURDEAU,  employee 

Mrs.  Dominique  BOURDEAU,  employee 

Mrs.  Anne-Marie  BRUGERE,  employee 

Mr.  Laurent  BURGLIN,  employee 

Mr.  Patrick  BURTE,  employee 

Mrs.  Maryse  CAMPAGNE,  employee 

Mrs.  Caroline  CARRERE,  employee 

Mr.  Daniel  CARRERE,  employee 

Mr.  Christian  CHAMPION,  employee 

Mr.  Hubert  CHELLAT,  employee 

Mr.  Cyril  S.  J.  CLAM  (Mauritian),  employee 

Mrs.  Francoise  COHN,  employee 

Mrs.  Annie  F.  COLLINS,  employee 

Mr.  Philippe  COUDERT,  employee 

Mr.  Jean -Noel  COUSIN,  employee 

Mrs.  Marie-Francoise  DAOUDI,  employee 

Mr.  Moulay  DAOUDI,  employee 

Mr.  Si  Omar  DAOUDI,  employee 

Mrs.  Micheline  DASSONVILLE,  employee 

Mr.  Jean-Marc  DAUMARD,  employee 

Mr.  Luc  DAVID,  admin,  asst. 

*Mr.  Antonio  DE  ARAUJO  (Portuguese),  employee 
Mrs.  Maria  M.  DE  ARAUJO  (Portuguese),  employee 
Mrs.  Huguette  DECEUNINCK,  employee 
Miss  Marie-Therese  DE  GAIL,  employee 
Maj.  Richard  DELACHAPELLE,  employee 
Mr.  Claude  DELARBOULAS,  employee 
Mrs.  Henriette  DESCHAMPS,  employee 
Mr.  Jean  DESJEUX,  employee 
Mr.  Jean-Luc  DIENIS,  employee 
Miss  Aline  D'HOSTINGUE,  employee 
*Mrs.  Tu  Than  DOHUNG  (Canadian),  employee 
Mr.  Bertrand  DUFAYET,  employee 
Mr.  Prosper  EBATE  (Ivorian),  employee 
Mrs.  Georgette  ELBAZ,  employee 
Ms.  Marie-Odile  FABY,  employee 
Mrs.  Christine  FAJEAU,  employee 
Ms.  Solange  FALLOT,  employee 
Mrs.  Maryse  FARGIER,  employee 
Lt/Cdr.  Patrick  FERMIER,  employee 
Miss  Maryse  FLAMME,  employee 
Mr.  Richard  FLEURY,  employee 
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FRANCE 


Mrs.  An  dree  S.  FRAINET-TEMPLETON,  employee 
Mrs.  Catherine  G A BILAN,  employee 
Ms.  Anne  GACQUERELLE,  employee 
Miss  Renee  GAGLIONE,  employee 
Mrs.  Qaudine  GARBE,  employee 
Mrs.  Genevieve  GARMENT,  employee 
Mr.  Nicolas  GAUDIN,  employee 
Mr.  Stephan  GAUDIN,  employee 
Mr.  Michel  GAUTHIER,  employee 
*Mr.  Regis  L.  GEFFROY,  employee 
Mrs.  Dominique  GENT A,  employee 
Mrs.  Valentine  GIRARD,  employee 
Mr.  Stephane  GOGUET,  employee 
Mr.  Thierry  GOURSOLLE,  employee 
Miss  Martine  GOUTALLIER,  employee 
Mr.  Benoit  GUERIN,  employee 
Mrs.  An  nick  GUERIN- WILLIAMS,  employee 
Miss  France  GUILLOU,  employee 
Mrs.  Liliane  GULAN,  employee 
Mrs.  Marie-Helene  GUYOT,  employee 
*Mr.  Thierry  J.  GUYOT,  employee 
Mrs.  Danielle  HERBERT,  employee 
Mrs.  Marie- Louise  HERRERA,  employee 
Miss  Patricia  HERZOC,  employee 
Mr.  Christian  HINDRYCKX,  employee 
Miss  Jeanne  HINZMAN,  employee 
Ms.  Chris tiane  HOUZET,  employee 
Mr.  Pierre  HUDELOT,  employee 
Mrs.  Evelyne  JACQUEMONT,  employee 
*Mr.  Francois  JACQUES,  employee 
Mr.  Jean-Qaude  JAEGER,  employee 
Mrs.  Agnes  JOUVET,  employee 
Mr.  Xavier  JOUTARD,  asst  to  Minister 
Mrs.  Maryvonne  JULES-BIRD,  employee 
Mrs.  Sylvie  KOCH,  employee 
Mrs.  Francoise  KOENIG,  employee 
Mr.  Jean-Charles  KOENIG,  employee 
Mr.  Jean-Michel  LACOMBE,  employee 
Ms.  Dominique  LABARRE-LENOBLE,  employee 
*Mr.  Alain  G.  LAI-CHEONG  (Mauritian),  employee 
Mr.  Luc  LAM  IN,  employee 
Mr.  Loic  LANGOT,  employee 
Mr.  Paul  LAURENT,  employee 
Mr.  Jacques  LAVELOT,  employee 
Mr.  Claude  LAZARE,  employee 
Mr.  Patrick  LE  CAMPION,  employee 
Mr.  Joseph  LEFLOC'H,  employee 
Mrs.  Francoise  LE  ROUX  employee 
Mr.  Joel  LE  ROUX,  employee 
Mr.  Pierrre  LE  GALL,  employee 
Mr.  Gerard  LEGRAND,  employee 
Mrs.  Simone  LE  GUENNEC,  employee 
Mr.  Franck  P.  LEROY,  asst,  to  Counselor 
Mr.  Nicolas  LEROY,  employee 
Ms.  Franden-Paule  LEROY-DEGRAVE,  employee 
Mrs.  Pascal e LESPINARD,  employee 
Mr.  Philippe  LE  THIEC,  employee 
Mr.  Francis  LETTERON,  employee 
Mrs.  Veronique  LIBERATORE,  employee 


Mr.  Dominique  LOPEZ,  employee 
Miss  Ghyslaine  LORENDEAU,  employee 
Mrs.  Daniele  MAFFRE,  employee 
CPO  Jean- Pierre  MALENFANT,  employee 
*Mr.  Hermenegildo  MANALOTO  (Filipino),  employee 
Mr.  Gilles  MARGERIT,  employee 
Mr.  Jean- Bernard  MARI,  employee 
Mrs.  Marie- Ch an  tal  MARI,  employee 

*Mr.  Alberto  M.  MARQUES  PIMENTA  (Portuguese),  employee 
Mr.  Francois  MARTIN,  employee 
Mrs.  Lise  MARTIN,  employee 
*Mr.  Jose  MARTINS  (Portuguese),  employee 
Mrs.  Mercedes  MARTINS  (Portuguese),  employee 
Mr.  Jean-Pierre  MASSOT,  employee 
Mr.  Thierry  MATHOU,  employee 
Mr.  Franck  MAZEAS,  employee 
Mrs.  Firosebano  MEGHJI,  employee 
Mr.  Pyarali  MEGHJI,  employee 
Ms.  Nathalie  MERLIN,  employee 
Mr.  Sami  MESTIRI  (Tunisian),  employee 
Mr.  Jean-Pierre  MEUNIER,  employee 
Mrs.  Lucette  MEUNIER,  employee 
Mrs.  Mari  e-Jose  MILLON  des  MARQUETS,  employee 
Mr.  Roger  MOLINIER,  employee 
*Mrs.  Maria  MONDUERI  (Uruguayan),  employee 
*Mr.  Ricardo  MONDUERI  (Uruguayan),  employee 
Mr.  Patrice  H.  MONNOT,  asst,  to  Attache 
Mr.  Jean-Francois  MONOS,  employee 
Mrs.  Mireille  MOREAU,  employee 
Mr.  Armindo  MOURAO  (Portuguese),  employee 
Mrs.  Renee-Paule  MOYENCOURT,  employee 
Mr.  Benny  NAHOUM,  employee 
Mr.  Jean- Paul  NEPOTE-CIT,  employee 
Miss  Thi  NGUYEN,  employee 
Mr.  Gilbert  NICOL,  employee 
Mrs.  Joelle  N.  NUTTIN,  employee 
Mr.  Saynasone  ONEPHANDARA,  employee 
Mrs.  Monique  OUM-TETAZ,  employee 
Mr.  Didier  PAGEON,  employee 
*Mr.  Godofredo  W.  PARAS  (Filipino),  employee 
Mrs.  Michelle  PARASKEVAS,  employee 
Mr.  Louis  PELLEGRINI,  employee 
Mrs.  Yvonne  PEREZ-MIRENGOFF,  employee 
Miss  Marianne  PERRET-BY,  employee 
Ms.  Aline  PERRETTE,  employee 
WO  Jean-Pierre  PERRUSSON,  employee 
Ms.  Anne-Marie  PESCHARD,  employee 
Mrs.  Catherine  PETIT,  employee 
WO  Andre  PEYRE,  employee 
Mrs.  Mireille  PHILIPPART,  employee 
Mrs.  Rose  PHILIPPART,  employee 
Miss  Hong  M.  PHUNG,  employee 
Mrs.  Brigitte  PIERRE,  employee 
Mrs.  Monique  PLAN CHE,  employee 
Mrs.  Simone  PLUVINAGE,  employee 
Miss  Christine  PROUHA,  employee 
Miss  Catherine  RABET,  employee 
Maj.  Denis  RAG U IN,  employee 

Mr.  Jean-Pierre  RAKOTANANAHARY  (Madagascan),  employee 
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FRANCE— THE  GAMBIA 


Mr.  Christian  REIGNEAUD,  admin,  asst. 

Mr.  Patrick  REY,  employee 

Mrs.  Nathalie  RICHARD,  employee 

Mrs.  Therese  RIESBERG  (Canadian),  employee 

Mrs.  Ginette  RIVES,  employee 

WO  Jean-Claude  RIVES,  employee 

Mr.  Vincent  P.  ROBERT,  asst,  to  Attache 

Mr.  Max  ROCHE,  employee 

Mrs.  Michele  ROZWADOWSKI,  employee 

Mrs.  Lydia  SAADOUN,  employee 

Mr.  Joseph  SAVALLI,  employee 

Mrs.  Nicole  SAVALLI,  employee 

Mr.  Serge  SCHOEN,  employee 

Mr.  Bernard  J.  SCHULTZ,  employee 

M/Sgt.  Anne-Marie  SEGUIER,  employee 

Mrs.  Chris  tiane  SERIE,  employee 

Mrs.  Daniel  SERIE,  employee 

Airman  Herve  SEVRETTE,  employee 

*Mrs.  Maria  C SILVA  BRITO  PIMENTA  (Portuguese),  employee 
*Mrs.  Adelinda  SILVA  DE  BRITO  PEREIRA  (Portuguese),  employee 
Mrs.  Marie-Jose  SOUCY-BARBEYRON,  employee 
Mrs.  Catherine  SOULARD,  employee 
Mr.  Julien  SULIO,  employee 
Mrs.  Madeleine  TAN23,  employee 
Mrs.  Rose-Marie  TEN  EYCK,  employee 
Mr.  Claude  TISSERANT,  employee 
Mrs.  Jacqueline  TREMEL,  employee 
Mrs.  Charlotte  TYRBAS  de  CHAMBERET,  employee 
Mrs.  Jocelyne  V ANDERHAEGEN,  employee 
Mrs.  Louise  VARRE,  employee 
Mr.  Jean- Jacques  VERDEAUX,  employee 
Miss  Marie-Joelle  VOIL,  employee 
Mrs.  Marie  VOLMAT,  employee 
Mrs.  Marie-Jose  WALLER,  employee 
Mrs.  Patricia  WEATHERLY,  employee 
Miss  Helene  WEYDERS,  employee 
Mrs.  Josiane  WILKERSON,  employee 
Mrs.  Huguette  WILSON,  employee 


GABON 

Ms.  Abiodun  N.  AKPATA  (Nigerian),  bilingual  secretary 
*Ms.  Endaylalu  ATSEDE  BEGASHAW  (Ethiopian),  domestic,  Amb/s  household 
*Ms.  Tshehay  S.  GEBRE  (Ethiopian),  housekeeper,  Embassy 
*Mr.  Ali  HISSEINE  (Chadian),  chauffeur 
Ms.  Mary  I.  MARTINUS  (Sri  Lankan),  executive  secretary 
Ms.  Gisele  A.  NDJANA  ONDJOKOU,  secretary 
*Mr.  Mahamoudou  SACKO  (Malian),  maitre  d',  Amb/s  residence 
*Mr.  Sostenes  PENA  (Mexican),  driver 
*Mr.  Rethnaswamy  SWARNAPPAN  (Indian),  driver 

GAMBIA,  THE 

*Mrs.  Fatou  COLLEY,  maid,  Amb/s  residence 
Ms.  Mam  B.  J ALLOW,  personal  assistant 
*Mrs.  Jorjoh  JARJUE,  maid,  Amb/s  residence 
*Mr.  Ebou  NDOW,  cook,  Amb/s  residence 
*Mr.  Fadera  L.  QUEEN,  chauffeur 
*Mr.  Mamadou  SAIDY,  chauffeur 
Ms.  Dibor  SECKA,  clerk 


GERMANY,  Federal  Republic  of 
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GERMANY,  Federal  Republic  of 

*Ms.  Sapiah  B.  AMBIAH  (Malaysian),  housekeeper,  Amb/s  residence 
Mr.  Hans.  A.  ANDRESEN,  security  officer 
Mr.  Andreas  BACZYNSKI,  security  officer 
Mr.  Guenter  S.  BARUTH,  clerical  officer 
Mrs.  Annelie  BECKER,  secretary 
Mrs.  Sabine  BERNHARD,  secretary 
Mr.  Thomas  BRAUN,  clerical  officer 
Mr.  Alois  BRUCKBAUER,  clerk 
Mrs.  Irnke  BUECKMANN-WENDT,  secretary 
Ms.  Ruth  M.  DENNENBURG,  secretary 
*Mr.  Mario  S.  DE  OLIVEIRA  (Portuguese),  janitor 
Mr.  Harald  DITGES,  clerk 
Mrs.  Susanne  DITGES,  secretary 
CPO  Wilhelm  FREIMANN,  admin,  officer 
Mr.  Eduard  GILDEMEISTER,  clerk 
Mr.  Hans  J.  HADERLEIN,  clerical  officer 
Mr.  Thorsten  HAEHN,  clerical  officer 
Mr.  Thomas  HARTMANN,  security  officer 
Mr.  Guenter  HAUKE,  clerk 
Sgt.  Andre  HOLTKAMP,  derk 
Mrs.  Irene  KELLERMANN-KITLEY,  secretary 
Mr.  Rudolf  KRAEUTER,  admin,  officer 
Sgt.  1 Andreas  KRUECKEBERG,  admin,  officer 
*Mr.  Surendra  KUMAR  (Indian),  butler,  Amb/s  household 
Mrs.  Christine  E.  LEIDL,  secretary 

*Mr.  Lobkoki  LEKAMBULE  (Kenyan),  butler,  Amb/s  household 
Mrs.  Christine  LEMKE,  secretary 
Mr.  Uwe  LOEBNER,  security  officer 
Mr.  Norbert  MAERZHAEUSER,  derk 
Mr.  Rainer  MUELLER,  security  officer 
Mrs.  Friederike  NOLTE,  secretary 
*Mr.  Antonio  NUNEZ  (Mexican),  messenger 
Mrs.  Brigitte  OTTO,  secretary 

Mrs.  Ilona  PLAETTNER-WILHOITE,  telephone  operator 

Mrs.  Maria  PLASS-SCHULZE,  secretary 

Mr.  Reiner  POREMBA,  derical  officer 

Mr.  Severino  PRIETO  (Spanish),  derk 

Mrs.  Beate  RAMBOW,  secretary 

Mr.  Manfredo  RIBOLI  (Italian),  derk 

Mrs.  Sibylle  ROSS  IN,  secretary 

Mr.  Wolf-Gerd  SCHAEFER,  derk 

Mrs.  Cornelia  S.  SCHILLING,  secretary 

M/Sgt.  Hans-Juergen  SCHNEPF,  admin,  officer 

Mr.  Michael  SCHRADE,  derk 

Mrs.  Waltraud  SCHUH,  secretary 

Mr.  Detlef  SCHULZE,  admin,  officer 

Mr.  Maximilian  SCHWENDL,  derk 

Mrs.  Ingeborg  A.  SEITZ,  secretary 

Mr.  Karl-Heinz  SIELER,  derk 

Mrs.  Helga  STAHL,  secretary 

Mrs.  Heide  WILBERG,  admin,  officer 

Mr.  Heinz-Peter  WIRTZ,  derk 

Mrs.  Gabriele  WOEHRLE,  secretary 

Mrs.  Baerbel  ZIMMERMANN,  derical  officer 
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GHANA— GUATEMALA 


GHANA 


Mr.  Horace  ANGUAH-DEI,  clerical  officer 
Ms.  Victoria  ASAMOAH  DUWOR,  secretary 
*Mr.  Henry  BRUCE-THOMPSON,  security  guard 
Ms.  Leishiwon  CHAND  (Indian),  secretary 
*Mr.  Nicolas  M.  CHAN,  (Filipino),  chauffeur 
*Mr.  Raja  S.  CHOPPALA  (Indian),  chauffeur 
Miss  Peggielene  A.  FORSTER,  secretary 
♦Mr.  Michael  KUGBLENU,  chauffeur 
Miss  Jane  ODOKU,  secretary 
*Mr.  Pilla  E.  S.  PRASAD  (Indian),  driver 
*Mr.  Roberto  V.  SOSING  (Filipino),  chauffeur 

GREECE 

*Mr.  Zeim  AWAD,  domestic,  Amb/s  household 
CPO  Athanasios  DANDOUMIS,  secretary 
Cdr.  Aristotelis  M.  DIMITSAS,  asst,  to  Attache 
Mr.  Dimitri  os  FRAGOULIS,  admin,  secretary 
Cpt.  Emmanouil  GOUNALAKIS,  secretary 
Ms.  Vassilia  HADJISTYLLANOU,  secretary 
Mr.  George  J.  KALARGIROS,  clerk 
Mrs.  Magdalene  KANTARTZIS,  information  officer 
Ms.  Maria  KAPETANAKI,  secretary 
L/Col  Haralambos  KARNEZIS,  chief,  Procurement  Office 
Ms.  Ourania  KATSOULI,  secretary 
Mrs.  Angeliki  KAVOUKAS,  clerk 
Mr.  Stamatis  KLIRIS,  clerk 

*Mrs.  Maria  LOMBOY,  domestic,  Amb/s  household 
Mrs.  Maria  MANOLOPOULOU,  admin,  officer 
Mrs.  Vassiliki  MARCANTONATOU-TSIROU,  secretary 
Mr.  Efstathios  M.  NIKOLAOU,  asst,  to  Attache 
Mr.  Grigorios  PAPAGRIGORIOU,  procurement  officer 
Miss  Helen  PARASSLAKIS,  secretary 
Ms.  Maria  PIGLAKI,  admin,  officer 
Mr.  Georgios  THEODORAKIS,  clerk 
L/Cdl  Basil  D.  THEODOSSIOU,  procurement  officer 
Mr.  Helias  G TOURLOS,  secretary 
Mr.  Stavros  TSAROUCHAS,  secretary 
Lt/Col  Haralambos  VASSILLADIS,  finance  officer 
Mr.  Demetrios  G.  YLANNIS,  admin,  officer 
Sgt.  Efthimios  ZOURNATZIS,  asst,  to  Finance  Officer 

GRENADA 


*Mr.  Gregory  A.  BARRITEAU,  chauffeur 
Ms.  Sandrene  BARTHOLOMEW,  secretary 
Miss  Sabina  COBB,  secretary 
Mrs.  Yolande  MOORMAN,  secretary 

GUATEMALA 

*Mr.  Catarino  MARTINEZ-DAMIAN,  messenger 
*Mr.  Marco  T.  RODAS,  butler,  Amb/s  residence 
Sgt.  Mardoqueo  M.  SANCHEZ  GOMEZ,  secretary 


GUINEA— ICELAND 
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GUINEA 

*Mr.  Youssouf  BANGOURA,  driver 
*Mr.  Mamadi  DIAKITE,  driver 
♦Mr.  Ibrahima  DIASSY,  driver 
"Mrs.  Id  Ida  JONES,  maid,  Amb.'s  household 
Ms.  Oumou  KASSE,  secretary 

*Ms.  Olga  OCHOA  DE  USGUIDI,  domestic,  Amb/s  household 

GUYANA 


Ms.  Brenda  G CUMMINGS,  stenographer 
♦Mr.  Eric  DATOC,  chauffeur 

♦Ms.  Sharon  S.  A.  DUBLIN,  domestic,  Amb/s  residence 
Mr.  Keith  GREAVES,  clerk 
Miss  Brenda  JARVIS,  typist 
♦Ms.  Joan  E.  KING,  domestic,  at  the  Embassy 
♦Ms.  Vivian  PILLAY,  domestic,  Amb/s  household 
Ms.  Marda  J.  STEVENSON,  stenographer 

HAITI 

Ms.  Paula  BOYER,  asst,  to  Attache 
Ms.  Marie  P.  ETIENNE,  secretary 
♦Mr.  Exonne  MEDEUS,  janitor 

HONDURAS 

Ms.  Sandra  HERNANDEZ,  head , Acquisition  Section 
Ms.  Cynthia  MCKECHNIE,  secretary 
♦Mr.  Lindolfo  PALMA-SIERRA,  chauffeur 

HUNGARY 

Mr.  Gabor  CSINCSI,  receptionist 

Mrs.  Gabriella  FABIAN,  secretary 

Mr.  Istvan  FABIAN,  director  of  Chancery 

Mr.  Bela  FRATER,  receptionist 

Mr.  Jozsef  HAMEDL,  receptionist 

Mrs.  Sarolta  HAMEDL,  secretary 

Miss  Klara  JANKOVICS,  secretary 

Mr.  Kalman  KALLA,  receptionist 

Mr.  Laszlo  KAROLYI,  director  of  Chancery 

Mrs.  Dorottya  F.  MAGYAR,  secretary 

Mrs.  Marta  MIHALY,  director  of  Chancery 

Ms.  Kinga  PETRO,  director  of  Chancery 

Mrs.  Klara  RETI,  derk 

Mr.  Istvan  RETI,  director  of  Chancery 

Ms.  Eva  TISZTTARTO,  secretary 


ICELAND 

♦Ms.  Carmelita  IBA-OC,  (Filipino),  maid,  Amb/s  residence 
♦Mr.  Frandsco  A.  JULIA  (Filipino),  driver /messenger 
♦Ms.  Dolores  A.  POLEA  (Filipino),  maid,  Amb/s  residence 
Ms.  Jonina  SIGMUNDSDOTTIR,  secretary 
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INDIA 


INDIA 


Miss  Sheela  ADVANI,  steno. 

Mr.  Bhagwandas  M.  AHUJA  (Pakistani),  admin,  asst. 

Ms.  Shahnaz  AMIRI,  jr.  clerk 
Ms.  Shalini  ANAND,  jr.  clerk/ typist 
Mr.  Sanjeeth  K.  T.  AN CHULA,  jr.  clerk/typist 
Ms.  Dipika  BHAGAT,  jr.  clerk 
Mrs.  Roopa  BHATLA,  clerk 
Mr.  L.  R.  BHATIA,  clerk 
Mr.  Jogindar  K.  CHADHA,  clerk 
Mr.  Kidar  N.  CHADHA,  clerk 
Mrs.  Sakhiya  D.  CHAWLA,  jr.  derk/ typist 
Mr.  G.  CHANDI-RAMANI,  accountant 
♦Mr.  A.  R.  B.  CHOWDHURY  (Banglesdeshi),  canteen  manager 
♦Mr.  Bhagwan  DASS,  chauffeur 
Mrs.  Merrylin  C.  DAWSON,  sr.  derk 
Ms.  Medapally  M.  DAYANAND,  jr.  derk 
Ms.  Lata  DESHPANDE,  derk/  typist 
Mr.  Satya  DEV,  auditor 
Mr.  Anthony  DEVADASAN,  derk 
♦WO  Attar  G DHODI,  superintendent 
Mr.  Prem  P.  DU  A,  accountant 
4 Mr.  George  D.  EDWARDS,  handyman 
Mrs.  Lilly  EPHRAIM,  derk 
Mr.  I.  E.  FERNANDES,  derk 
Mr.  Pawan  K.  GARG,  derk 
Mr.  Arvinder  S.  GAMBHIR,  asst,  audit  officer 
Ms.  Grace  de  GENESTE,  sr.  derk 
Mr.  P.  V.  GOPALAKRISHNAN,  audit  officer 
Mr.  Rama  I.  HANUMANTHA,  derk/typist 
Ms.  Ken  L.  HSU,  jr.  derk 
Mrs.  Lily  ISAAC,  accountant 
Mrs.  Indu  JAITLY,  personal  assistant/secretary 
♦Mr.  Padma  R.  JAGGA,  messenger 
♦Mr.  Dhaneshwar  JENA,  security  guard 
Mrs.  UmaJ.JOSHI,  derk 
Mr.  Christopher  A.  M.  JUDE,  derk 
*Mr.  Kartar  S.  JUNEJA,  chauffeur 
Mr.  Krishan  L.  JUNEJA,  admin,  asst. 

Mr.  Satyavardhan  R.  KALAPALA,  derk 

Mr.  Vijay  KAPOOR,  derk 

Mr.  CHAND  KARAM,  admin,  asst. 

Ms.  Kamla  T.  KARAMCHANDANI,  jr.  derk/typist 
♦WO  Roop  KISHORE,  superintendent 
Mr.  Rajiv  KOHLI,  secretary 
♦Mr.  Gamipudi  H.  KUMAR,  messenger 
♦Mr.  Rajan  R.  KUMAR,  messenger 
♦Mr.  Kudilil  V.  KUMARAN,  chauffeur 
Mrs.  Meena  KUMARI,  derk 
Mrs.  Vijay  KUMARI,  derk 
Mr.  Jawahar  LAL,  admin,  asst. 

♦Mr.  Robins  LAZARUS,  chauffeur 
Miss  Nishat  LEWIS,  sodal  secretary 
Mr.  Jagdish  G MALHOTRA,  admin,  asst. 

Mr.  Naresh  K.  MEHTA,  admin,  asst. 

Mr.  Asim  N.  MUKHERJEE,  admin,  asst. 

Mr.  Rangasawamy  S.  MURTHY,  librarian 
Mr.  Jiwa  NAND,  secretary 
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*Mr.  Mohinder  S.  NARWAL,  security  guard 
Mr.  Anthony  I.  NATHAN,  admin,  asst 
Mr.  Chandra  P.  NEGI,  clerk 
Mrs.  Banumathi  PURUSHOTHAM,  jr.  clerk/typist 
Mr.  Kunnil  S.  RADHAKRISHNAN,  asst,  audit  officer 
Mr.  Krishnamoorthy  R.  RAJA,  jr.  derk 
*Mr.  P.V.  Balasubramania  RAJA,  messenger 
*Mr.  Vinod  RAJPAL,  chauffeur 
*Mr.  Baljit  S.  RAJPUT,  chauffeur 
Mr.  Jayaraman  RAMANI,  jr.  derk 
Mr.  S.  R.  Balachandra  RAO,  derk 
Mr.  Shubbaker  RAO,  derk 
Mr.  Israel  RAJU,  jr.  derk/ typist 
Ms.  Renu  RASTOGI,  jr.  derk 
Ms.  Pramila  J.  RAYAVARAPU,  jr.  derk/typist 
*Mr.  Satya  N.  SAH,  security  guard 
Mr.  Dinesh  SAHAI,  secretary 
Mr.  D.  SANDOSHARAJ,  derk 
Ms.  Rupinder  SAWHNEY,  derk 
Mr.  James  A.  SELVADURAI,  jr.  derk 
Mrs.  Prem  L.  SETH,  jr.  derk/typist 
Mr.  Amar  C.  SHARMA,  asst,  audit  officer 
Mr.  Jatinder  K.  SHARMA,  personal  asst. 

Mr.  Ram  D.  SHARMA,  secretary/personal  asst. 

Mr.  Tara  D.  SHARMA,  derk 

Mrs.  Usha  Rani  SHARMA,  admin,  asst. 

Mr.  Ved  P.  SHARMA,  audit  officer 
Mr.  O.  P.  SHUKLA,  accounts  officer 
Mr.  Aidal  SINGH,  admin,  asst. 

Mr.  Balbir  SINGH,  writer 
Mr.  Jakhu  C.  SINGH,  admin,  asst. 

Mrs.  Jayamani  D.  SINGH,  jr.  derk 
*Mr.  Ravi  P.  SINGH,  superintendent 
Mrs.  Sumitra  SINGH,  derk 
Mr.  Rangarajan  SOUNDARAJAN,  editor 
Sgt.  Sekar  VARATHARAJALU,  secretary 
Mr.  Sampath  S.  K.  VASA,  jr.  derk 
Mr.  Sharvan  K.  VERMA,  accountant 
Mr.  Syed  N.  ZAIDI,  accounts  officer 

INDONESIA 

Mrs.  Asiah  ADENAN,  derk 
Ms.  Bonietta  ALIM  IN,  secretary 
Mrs.  Isweni  I.  BAKRI,  secretary 
Mr.  Zuhaimi  Z.  BAKRI,  derk 
Mr.  Sentosa  BASRI,  derk 
Mrs.  Srie  BENJAMIN,  derk 
Mr.  Mitra  DALIL,  derk 
Mr.  I.  Made  DJANGKUAK,  derk 
Lt/Col  Djumamo  DJUMARNO,  asst,  to  Attache 
Mr.  Munardy  EDDIEN,  private  secretary 
*Ms.  Roosiana  EDDIEN,  domestic,  Amb/s  residence 
Mr.  Ali  EMRAN,  derk 

*Ms.  Widaningsih  ENLNG,  domestic,  Amb/s  residence 
Mr.  Sumantri  GUN  A WAN,  asst,  to  Attache 
Mr.  Achmad  K.  HAMDAN,  derk 
*Mr.  Sahid  S.  HARDJA,  driver 
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INDONESIA 


Mr.  Ujang  HASAN,  clerk 
Mr.  Akhmad  HELMI,  clerk 
Mr.  Edward  HUTABARAT,  clerk 
Mr.  Hassan  JAIMAN,  derk 
Mr.  Doddy  H.  KODIRUN,  derk 
Mrs.  Tjipta  H.  Y.  KODIRUN,  derk 
*Mr.  KUSMANTO,  domestic,  Amb/s  residence 
Mr.  Abdullah  LANIF,  derk 
Mr.  Benhard  W.  L.  LA  PI  AN,  derk 
Mr.  MAKRUP,  derk 

Mr.  Abdul  Aziz  MANAF,  asst,  to  Attache 

Mr.  Faisal  MANGOENKOESOMO,  derk 

Mr.  Henry  J.  M ARP  AUNG,  asst,  to  Military  Attache 

Mr.  S.  MARTOATMODJO,  derk 

Mrs.  Dewi  Afiani  MASFAR,  derk 

Mrs.  Dorothy  M.  MATHURANAYAGAM  (British),  secretary 
*Mrs.  Adela  MERCADO,  maid,  Amb/s  household 
Mr.  MINARNO,  derk 
Mr.  Sudradjat  MUSTAMARHADI,  derk 
Mrs.  An  ah  K.  NAJERA,  secretary 
Mr.  Harry  H.  NAPITUPULU,  derk 
Mr.  Sjamsir  H.  NASUTION,  derk 
Mr.  Indradi  PARTOWARDOJO,  derk 
Mr.  Suhirman  PAWIROSUWARNO,  derk 
Mrs.  Emmy  PESIK,  admin,  asst. 

L/Col  PRIADI,  asst,  to  Attache 
Ms.  Edy  PUTRA,  asst,  to  Attache 
Mr.  Sjarief  RACHMAT,  derk 
Ms.  Irma  H.  L.  RAMPEN,  secretary 
*Mr.  RASIDI,  cook,  Amb/s  residence 
Ms.  Adiati  Ratminiwati  RATMAN,  secretary 
Mr.  Harijadi  ROEBIJANTHO,  derk 
*Ms.  ROHANI,  domestic  servant,  Amb/s  residence 
Mr.  Harold  A.  ROMBOT,  derk 
Mr.  Dwi  S.  SARDJONO,  derk 
Mr.  Eddie  S.  SASTRO,  admin,  asst. 

Mrs.  Maria  J.  D.  H.  SAY,  derk 

Maj.  Leonard  SIMANJUNTAK,  asst,  to  Attache 

Mr.  Sisjugo  T.  SISWOJO,  derk 

Mr.  Prodjohabsoro  SOEBAGIO,  derk 

Mr.  SOEGLARTO,  derk 

Ms.  Nita  T.  SOEMABRATA,  secretary 

Ms.  Ratih  W.  R.  SOEMARKO,  derk 

Mr.  Sumitro  SOEMODIHARDJO,  derk 

Mr.  Andy  SOEPARTA,  sr.  derk 

Mr.  Djono  SUJONO,  derk 

Mr.  Henni  SULAKSONO,  asst,  to  Attache 

Mr.  SUMARDI,  derk 

Mrs.  M.  Raya  SUMARDI,  asst,  to  Amb. 

Mr.  SUNARDI,  derk 

Mr.  Ktut  Ida  SUPRATA,  derk 

Mrs.  Harti  S.  SUSANTO,  secretary 

Mr.  Santo  SUSANTO,  derk 

Mr.  Warsosastro  SUWIGNYO,  admin,  asst. 

Mr.  Errol  J.  TANDAJU,  derk 
Mr.  Robien  J.  N.  TIRAJOH,  derk 
Mr.  Harry  Y.  TIRTAKUSUMAH,  derk 
*Mr.  Engkon  WATMA,  gardener/handyman 
Mrs.  Tantri  WIDAYA,  secretary 
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Mrs.  Ernie  S.  WIDODO,  clerk 
Mr.  Wahju  WIDODO,  clerk 
Mr.  Makmur  M.  WIGUNA,  clerk 
*Ms.  Sariwati  YANI,  domestic,  Amb/s  residence 
Mr.  Rizal  ZEIN,  clerk 


IRAQ 

Mr.  Sabah  S.  AJEEL,  clerk 
Mr.  Saadi  G.  H.  HAMZA,  clerk 
Mr.  Fadhil  R.  HASSEEB,  clerk 
Mr.  Majid  M.  MUHAMMAD,  accountant 
*Ms.  Leona  C.  TIVIDAD  (Filipino),  maid,  Amb/s  household 

IRELAND 

*Mr.  Harry  D.  ARRIOLA  (Filipino),  gardener,  Amb/s  residence 
*Ms  Rosalinda  R.  B UNDOC,  housekeeper,  at  the  Chancery 
*Ms.  Rufina  R.  BUN  DOC,  domestic,  at  the  Chancery 
Mrs.  Anne  BURNS,  social  secretary 

*Ms.  Epitado  S.  CASTILLO,  housekeeper,  Amb/s  household 
Mrs.  Norma  Grace  CES  (Filipino),  secretary 
Ms.  Karen  F.  COYNE,  secretary 
Ms.  Anne  M.  DUGDALE,  receptionist 
Ms.  Fiona  LYONS,  secretary 

*Mr.  Fred  D.  MANGLICMOT  (Filipino),  driver /messenger 
Mr.  Denis  A.  SHEEHAN,  admin,  officer 
Miss  Margaret  M.  SWEENEY,  secretary 
♦Mr.  John  VAILOCES  (Filipino),  driver 
Ms.  Breda  C.  YOUNG,  secretary 

ISRAEL 

Mr.  Abraham  ABRAHAMI,  derk 

Miss  Anat  ADI,  secretary 

Mr.  Magen  ALTUVLA,  asst,  to  Minister 

Mrs.  Lea  AMON,  secretary 

Mr.  Amnon  AMRAM,  asst,  to  Amb. 

Ms.  Neta  ARAZI,  secretary 

Mr.  Gilad  ARIE,  derk 

Mr.  David  ATIAS,  derk 

Mrs.  Nurit  AVNER,  secretary 

Mrs.  Simcha  BARUKH  (British),  sr.  admin,  officer 

Mrs.  Hadas  BEDRIK,  secretary 

Mrs.  Nurit  BENESTI,  secretary 

Miss  Rinat  BEN-ZIONI,  secretary 

Mrs.  Noemie  BISMUT,  secretary 

Mr.  Eldad  BRIK,  derk 

Mrs.  Orly  CHWELLA,  secretary 

Ms.  Danit  DRORI,  secretary 

Mr.  Ronen  DVIR,  clerk 

Mrs.  Rina  EDER,  secretary 

Mrs.  Irit  ELROY,  secretary 

Mrs.  Avital  ESHED,  secretary 

Mrs.  Liora  ESHED,  asst,  to  Attache 

Mr.  Alon  EVEN,  secretary 

Mr.  Izak  GAL-ON,  derk 

Mr.  Amit  GANAN1,  derk 
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Mr.  Uzi  GONEN,  derk 

Miss  Israela  GRATZYANI  BARAK,  secretary 

Mrs.  Eva  GUTERMAN,  secretary 

Mrs.  Orit  HAREL,  secretary 

Mr.  Ron  HAREL,  derk 

Mr.  I lan  KATSIR,  derk 

Mr.Arie  KIMEL,  derk 

Mrs.  Rachel  LEAF  (British),  asst,  to  Ambassador 

Mr.  Yair  I.  LEVY,  derk 

Mrs.  Klara  MAZ,  secretary 

Mr.  Gal  MEIRI,  derk 

Miss  Hanna  MILETSKI,  secretary 

Mrs.  Devora  MINTZ,  secretary 

Mrs.  Sinaia  NETANYAHU,  secretary 

Mrs.  Mina  NIRENBERG,  accountant 

Mr.  Omer  OHALI,  derk 

Mr.  Barrak  RACHAS,  derk 

Mr.  Benny  RON-ROSSIN,  derk 

Mr.  Yair  SAGI,  derk 

Mr.  Erez  SCHWARZ,  derk 

Miss  Carmit  SHERMAN,  secretary 

Miss  Zohara  SHIRIN,  secretary 

Mrs.  Karin-Ruth  SHOMRAT,  secretary 

Mrs.  Neomi  SINGER,  derk 

Mrs.  Hadassa  STERN,  asst,  to  Minister 

Mr.  Ofer  SUTTON,  derk 

Mr.  David  TAMIR,  derk 

Mr.  Daniel  TISSONA,  derk 

Mr.  Abraham  WEINREB,  derk 

Mr.  EyalYAFFE,  derk 

Mrs.  Naama  YAFFE,  secretary 

Mr.  Yariv  YAFFE,  derk 

Mrs.  Pnina  ZACHOR,  secretary 

Mrs.  Eilat  ZIV,  secretary 

ITALY 


Mrs.  Eva  BARONE  TECUTA,  chancellor 

Ms.  Antonela  BERNARDINI,  secretary 

Mrs.  Nadia  BRAMA-NICOLI,  chancellor 

CWO  Oaudio  BRANCACCIO,  secretary 

Ms.  Elvira  BRESSANIN,  secretary 

Mrs.  Carla  Serafini  CAPOGROSSI,  secretary 

CWO  Rodolfo  CASTAGNA,  derk 

CWO  Ludo  CLAMPICACIG  LI,  sr.  derk 

CWO  Italo  COSSU,  secretary 

Mr.  Giovanni  CRESCENZO,  derk 

Mr.  Pasquale  IYAFFUSO,  security  officer 

Cpl.  Angelo  D'APRUZZO,  security  officer 

Mr.  Mario  DE  CESARIS,  derk 

WO  Mario  DE  CRESCENZO,  secretary 

Miss  Antonella  DEMONTEFORTE,  derk 

Mr.  Mauri  zio  DI  GIAN  FELICE,  security  officer 

Mr.  Ettorino  DI  MICCO,  derk 

CWO  Gianfranco  DISTINTO,  secretary 

Mr.  Alvaro  D'OTTAVI,  admin,  officer 

WO  Giovanni  ELEUTERI,  secretary 

Mr.  Michele  FERZOLA,  derk 

Mr.  Gilberto  FLORI,  sr.  trade  officer 


ITALY 
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Ms.  Aurora  GAGLIOTI ANSELMI,  derk 
Mr.  Italo  GARGANO,  derk 
CWO  Paolo  GARZARELLI,  secretary 
Mrs.  Maria  GRIECO,  secretary 
Mr.  Giovanni  GRASSI,  sr.  trade  officer 
CWO  Salvatore  A.  GUERRIERI,  sr.  derk 
Mrs.  Cristina  FERRE' iTI  LAPADULA,  secretary 
Mrs.  Cosima  M.  LARREUR,  personnel  officer 
Mrs.  Francesco  LATRONICO,  chancellor 
Mr.  Sabino  LIUZZI,  derk 
Mr.  Giovanni  L.  LOCCHE,  security  officer 
*Ms.  Lady  M.  LOPEZ  (Filipino),  maid,  Amb/s  residence 
*Ms.  Leonila  LOPEZ  (Filipino),  maid,  Amb/s  household 
*Ms.  Racquel  R.  LOPEZ  (Filipino),  maid,  Amb/s  residence 
Mr.  Richard  R.  LOPEZ  (Filipino),  maintenance 
Mrs.  Giuliana  R.  LUCCIOLA  MIROTTA,  sodal  secretary 
Mr.  Pietro  MALANDRUCCO,  derk,  Air  Attache's  Office 
CWO  Michele  MANGIONE,  sr.  derk 
Mrs.  Francesca  MARINGELLI  PELLEGRINO,  secretary 
Ms.  Veronica  MARINUCCI  SICA,  chancellor 
CWO  Giuseppe  MARTINA,  secretary 
WO  Filippo  MASTROVITO,  secretary 
WO  Michele  MAZZOCCHI,  sr.  derk 
*Mr.  Danilo  MIRANDA  (Filipino),  chef,  Amb/s  residence 
*Mr.  Manuel  P.  MIRANDA  (Filipino),  maintenance 
Mrs.  Giuliana  MIROTTA,  sodal  secretary 
Mr.  Adriano  MONTI,  commerdal  asst. 

Mrs.  Giusepina  MSELLATI CENTONZE,  derk 
*Mr.  Hassan  I.  MUKTAR  (Somalian),  driver/messenger 
Mrs.  Natalia  NEGRO  NABAVLAN,  admin,  asst. 

Mr.  Vittorio  NUZZO,  derk 
Mr.  Pietro  PALUMBO,  security  officer 
*Mr.  Gustavo  PASCALE,  gardener 
WO  Giovanni  PIRO,  secretary 
Mrs.  Yvonna  PISTACCHIO,  secretary 
CWO  Gaspare  PITRONE,  sr.  clerk 
Mrs.  Lara  PIZZUTO  LATRONICO,  chancellor 
Mr.  Giulio  PRESCIUTTI,  chancellor 
CWO  Francesco  PRONESTI,  sr.  derk 
WO  Pasquale  RANISE,  secretary 
*Mr.  Parvez  RAZA  (Pakistani),  driver 
*Mr.  Jose  REGUEIRA,  handyman 
*Mr.  Carlos  ROCCA  (Argentine),  gardener 
Ms.  Angela  C SMEDLEY,  secretary 
CWO  Antonio  SOL  DAN  O,  chief  security  officer 
Mrs.  Patrizia  SORBELLI FRASCATANI,  secretary 
Mr.  Domenico  SPARTA,  security  officer 
Mr.  Alberto  TEODOLI,  sr.  travel  officer 
CWO  Mario  TERZANO,  sr.  derk 
Mrs.  Giuseppina  I.  TETI,  secretary 
Mr.  Bruno  TOSCHI,  sr.  derk 
Cpl.  Salvatore  TRIPODI,  security  officer 
Mr.  Robert  VAGNI,  derk 
Mr.  Gianfranco  VITRELLA,  chief  trade  officer 
Ms.  Gianna  R.  ZANOTTI,  secretary 
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JAMAICA 

*Ms.  Janet  J.  BLAKE,  housekeeper,  Amb.'s  residence 
*Mr.  Keith  BROOKS,  chauffeur /messenger 
Miss  Marcella  CLAYTON,  steno. 

*Ms.  Carol  M.  GIDDEN,  domestic,  Amb/s  residence 
*Ms.  Joan  E.  GORDON,  domestic,  Amb/s  household 
*Mr.  Richard  GREEN,  guard 
*Mr  Cornel  I.  GRAVER,  messenger/driver 
*Ms.  Pauline  HENRY,  messenger 
Ms.  Mariflor  A.  JOCSON,  bilingual  secretary 
Ms.  Marcia  P.  JOHNSON,  accountant 
Ms.  Darcey  D.  LOWE,  secretary 
Mr.  David  H.  MC  DONALD,  accounting  clerk 
Ms.  Yvonne  A.  PEART,  stenographer /typist 
Ms.  Judith  M.  RAMSAY,  steno. 

Mrs.  Una  F.  SMALL,  secretary 

JAPAN 


Miss  Noriko  AKIYAMA,  clerk 

Ms.  Yasuko  ASAYAMA,  clerk 

Miss  Jane  E.  CLAYTON  (British),  clerk 

Ms.  Teiko  ESAKI,  extra  chancellor 

Ms.  Soledad  S.  GARCIA  (Filipino),  secretary 

*Mr.  Antonio  GARCIA  REGAL  (Spanish),  butler /janitor,  Amb/s  residence 
Mr.  Mitsunori  HAMASAKI,  clerk 
Mr.  Tomohisa  HIRAYAMA,  clerk 
Mr.  Toshiya  HOSHINO,  special  asst,  to  Counselor 
Mr.  Takeo  ICHIMURA,  clerk 
Ms.  Mari  IKEDA,  special  asst,  to  Counselor 
*Mrs.  Harue  IMAGAWA,  chef,  Amb/s  residence 
*Mr.  Kenji  IMAGAWA,  chef,  Amb/s  residence 
Ms.  Masako  IMAKADO,  clerk 
Mr.  Narihito  JO,  extra  chancellor 
Mr.  Naoki  KAMIMURA,  clerk 
*Mr.  Masaru  KINOSHITA,  chef,  Amb/s  residence 
Mr.  Yoshihisa  KOBAYASHI,  clerk 
Mr.  Masakazu  KUBOTA,  special  asst. 

*Ms.  Irma  V.  LOBOS  (Chilean),  maid,  Amb/s  residence 
*Mr.  Diego  LORENZO  PARRA  (Spanish),  janitor 

*Mr.  Marco  G.  MANZANO  (Ecuadorean),  butler /janitor,  Amb/s  household 
*Mr.  Javier  MATEOS  (Mexican),  gardener 
*Mr.  Koichi  MIYAZAKI,  gardener,  Amb/s  residence 
*Mr.  Amador  MUNIZ,  butler,  Amb/s  residence 
Miss  Miyoko  MURATA,  clerk 
Mrs.  Yoshiko  NAGANO,  clerk 
Mr.  Ryuji  NISHI,  clerk 
Mr.  Kosuke  NODA,  clerk 
*Mr.  Alvaro  NUNEZ  (Mexican),  gardener 
*Mr.  Jaime  NUNEZ  (Mexican),  janitor 
Miss  Michiyo  ODAIRA,  clerk 
Mr.  Jun  OISHI,  extra  chancellor 
Ms.  Setsuko  OKUNO,  clerk 
Mr.  Susumu  OMORI,  extra  chancellor 
*Mr.  Danilo  ORINO  (Filipino),  chauffeur 
Mr.  Katsuyuki  OYAMA,  clerk 
Ms.  Michiko  PETERSEN,  clerk 
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Ms.  Reihi  RYU,  clerk 

"Mrs.  Esperanza  C SANCHEZ  (Colombian),  maid,  Amb/s  residence 
"Mrs.  Magdalena  F.  F.  SANTOS  (Filipino),  maid,  Amb/s  residence 
Mrs.  Yuriko  SASAGE,  clerk 
Ms.  Kimiko  SETO,  clerk 
Mr.  Susumu  SHI  KINA,  clerk 
Mrs.  Yoneko  T.  SILEO,  clerk 
Ms.  Chizuko  SUZUKI,  clerk 
Mr.  Isao  TAKAZATO,  clerk 
Mr.  Tsutomu  TANAKA,  extra  chancellor 
Mrs.  Hiromi  UEHARA,  clerk 
"Mr.  Orland  VARGAS  (Nicaraguan),  gardener 
Mrs.  Yoko  A.  WILES,  secretary 
Ms.  Ayako  YAMADA,  secretary 
Mr.  Susumu  YAMANAKA,  clerk 
Mr.  Masato  YOKOYAMA,  clerk 
Mrs.  Hisako  S.  YOSHINO,  clerk 
Mr.  Akiya  YURI,  asst,  to  Counselor 


JORDAN 

Mr.  Abdallah  O.  M.  ABU  TALEB,  clerk/arabic  typist 
Mr.  Maher  F.  M.  ABU  TALEB,  asst,  admin,  officer 
Cpt.  Omar  A.  A.  LA-BASHEER,  liaison  officer 
Ms.  Ferial  M.  AL-BIRAQDAR,  information  asst. 

Maj.  Khalaf  AL  DABOUBI,  purchasing  officer 
WO  Ahmad  M.  A.  A.  AL-GHUNEIMAT,  clerk 
WO  Salim  F.  AL  MASHAKBEH,  clerk 
Mr.  Ismail  AL-REFAI,  clerk 
Mr.  Ma'arouf  A.  D.  AL  SALAMEH,  clerk 
"Mr.  Abdel  M.  I.  AL-SAYED,  cook,  Amb/s  residence 
Mr.  Abdallah  A.  AL-SHISHANI,  clerk 
Mr.  Mohammad  A.  M.  I.  AL  YAMANI,  clerk 
Ms.  Lorraine  C.  AMADOR-LEON  (Nicaraguan),  secretary 
Maj.  Mazen  A.  H.  AMARIN,  communications  officer 
WO  Ahmad  F.  Y.  BANI  HAMAD,  clerk 
Ms.  Lana  G.  BOUSTANY  (Lebanese),  secretary 
Mr.  Atallah  M.  BREIKAT,  clerk 

Mr.  Arturo  E.  GAZZO  (Peruvian),  computer  programmer 
Mr.  Basem  M.  S.  IMRAIYAN,  accounts  officer 
lst/Lt.  Ahmad  S.  A.  S.  JOHAR,  finance  officer 
"Mr.  Joselito  S.  LINSAO  (Filipino),  driver 
"Mr.  Emad  K.  A.  LUTFI,  driver 

*Mr.  Mohamed  H.  MAHMOUD  (Egyptian),  butler,  Amb/s  residence 
Ms.  Blandina  A.  NABAZA,  (Filipino),  secretary/ typist 
Mr.  Geoffrey  R.  NOLASCO  (Filipino),  clerk 
Mrs.  Zenaida  SARTE  (Filipino),  secretary 
Mr.  Jamal  I.  SHAHALTOUGH,  clerk 
lst/lt  Adel  H.  F.  SHAMAYLEH,  admin,  officer 
Cpt.  Abdel  G.  SHARMAN,  staff  officer 
"Ms.  Helen  SORIANO  (Filipino),  domestic,  Amb/s  household 
Sgt.  Naim  A.  SROOR,  clerk 
Mr.  Sami  I.  M.  TEEF,  clerk 


KENYA 

"Mr.  Vivekanand  ABHANE,  messenger 
Ms.  Gladys  O.  ACHIENG,  secretary 
"Mr.  Johan  S.  ACHMAD  (Indonesian),  driver 
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*Mr.  Mohammad  G.  AL  TAFSIR  (Indonesian),  driver 
Mrs.  Mercy  ANBIAH  (Indian),  secretary 
Mr.  Hettige  ARIYAWANSA,  clerk 
Mr.  Cyril  C.  FONSEKA  (Sri  Lankan),  clerk 
Mrs.  Esther  N.  GITUKUI,  secretary 
Mr.  Jacob  JAYARAJAN  (Indian),  typist 
Mrs.  Belen  KASK  (Filipino),  secretary 
Miss  Theresa  K.  KOMBO,  clerk 
Ms.  Diana  W.  MBUGUA,  secretary 
*Mr.  Gene  A.  Y.  MENDOZA,  driver 
Mrs.  Monica  MOGERE,  secretary 
Ms.  Assumpta  W.  MUHOHO,  secretary 
Mr.  Jafred  MULOCHI,  clerk 
Mr.  John  N.  MUTHONZOE,  admin,  asst. 

Ms.  Susan  W.  NDAKA,  secretary 
Mrs.  Beatrice  W.  NGAINE,  clerk 
Ms.  Beatrice  S.  NGOE,  derk 
Ms.  Gloria  OGEMBO,  derk 
Ms.  Jane  A.  OKANGA,  derk 
*Mr.  Wilfred  C.  OLALO,  cook,  Amb/s  residence 
*Mrs.  Nurainy  I.  SETLAWAN  (Indonesian),  deaner 
WO  Samuel  K.  SOI,  staff  officer 
Mrs.  Marilu  T.  YUZON  (Filipino),  secretary 


KOREA 

Mr.  InY.  BAEK,derk 

Ms.  See  Ja  CHANG,  admin,  asst. 

Mr.  Jae  B.  CHEONG,  admin,  asst. 

Ms.  Young-sook  CHO,  admin,  asst. 

*Ms.  Boe  Y.  CHOI,  cook,  Amb/s  household 
Mr.  Eung  S.  CHOI,  admin,  asst. 

Ms.  In  Don  CHOI,  admin,  asst. 

Ms.  Su-Keun  CHOI,  admin,  asst. 

Mrs.  Jung  Ae  CHON,  admin,  asst. 

Ms.  Eun-Hee  CHUN,  admin,  asst. 

Lt/Col  Doo-Hyun  HWANG,  staff  officer 
Lt/Col  Kwang  S.  HAN,  staff  officer 
Miss  Bok  Nam  JAE,  admin,  asst. 

Mr.  Gi.  S.  JANG,  admin,  asst. 

Mrs.  Kyung  S.  JANG,  admin,  asst. 

Mr.  Young  Sun  JIN,  admin,  asst. 

Mr.  Kyung  R.  JOO,  staff  officer 
Ms.  Eun  Sook  KIM,  admin,  asst. 

Mrs.  Hae  S.  KIM,  admin,  asst. 

Mrs.  Hyoung  S.  KIM,  admin,  asst. 

Mr.  Jin  Tae  KIM,  admin,  asst. 

Mr.  Jong  Y.  KIM,  derk 
Ms.  Jung  H.  KIM,  admin,  asst. 

Mrs.  Ki-Sook  KIM,  admin,  asst. 

Ms.  Kook-Jung  KIM,  admin,  asst. 

Mr.  Kyung  H.  KIM,  admin,  asst. 

Miss  Me-Ja  KIM,  admin,  asst. 

Mr.  Sang  Y.  KIM,  admin,  asst. 

Mrs.  Young  Chin  KIM,  admin,  asst. 

Mr.  Sang  G.  KIM,  derk 
Lt/Col  Mahn  Y.  KO,  staff  officer 
Mrs.  Duck  Y.  LEE,  admin,  asst. 
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Mr.  Geirn  I.  LEE,  admin,  asst. 

Mr.  Gye  Man  LEE,  secretary 
Mr.  Jong-Hoon  LEE,  admin,  asst. 

Mrs.  Mi  S.  LEE,  admin,  asst. 

Mr.  Mun-Gu  LEE,  clerk 
Mr.  Tae  S.  LEE,  derk 
Mr.  Yong  Woon  LEEM,  derk 
*Ms.  Hyun  J.  LIM,  maid,  Amb/s  household 
Mr.  Kyeung  G.  MIN,  admin,  asst. 

Ms.  Kyoung  Eun  KIN,  admin,  asst. 

Ms.  Kyung  Ae  NA,  admin,  asst. 

Mr.  Seong  S.  NAM,  derk 
Mrs.  Myung-Ho  NO,  admin,  asst. 

Mrs.  Kyung  S.  PARK,  admin,  asst. 

Mr.  Hyimg  K.  SANG,  admin,  asst. 

Mr.  Yoon  S.  YANG,  admin,  asst. 

Ms.  Soo- Young  YU,  admin,  asst. 

KUWAIT 

Mr.  Mohamed  S.  ABDELGAWAD  (Egyptian),  accountant 
*Mr.  Goma  B.  ABDU  (Egyptian),  driver 
Mr.  Kamal  A.  ABDULLA  (Sudanese),  derk 
Mr.  Mariano  ABEJUELA  (Filipino),  accountant 
•Mr.  Safar  ABRASSAM  (Iranian),  cook,  Amb/s  household 
*Mr.  Orlando  J.  ACHA  (Bolivian),  gardener 
Mr.  Abdulrazzak  S.  AL-DHOBHANI  (Yemeni),  accountant 
Ms.  Rima  H.  ALLAHAM  (Syrian),  secretary 
Mr.  Walid  AL-MUFTI  (Jordanian),  academic  adviser 
Mrs.  Huda  A.  AL-SWOYIGH  (Saudi  Arabian),  coordinator 
Miss  Noida  ASHTON  (Jamaican),  academic  adviser 
Miss  Amal  ATTYEH  (Syrian),  secretary 
Ms.  Cecilia  V.  CANCIO  (Filipino),  admissions  advisor 
Ms.  Erlinda  P.  COMLA  (Filipino),  secretary 
Miss  Anne  J.  DACANAY  (Filipino),  secretary 
•Miss  Khadige  A.  DARWICHE  (Lebanese),  nanny,  Amb/s  household 
Ms.  Maria  C.  DAVID  (Filipino),  secretary 
Ms.  Cecilia  S.  DE  GUZMAN,  (Filipino),  secretary 
•Mr.  Yagoub  A.  ELHILOU  (Sudanese),  driver 
•Mr.  Jose  F.  FERNANDEZ  (Indian),  butler,  Amb/s  household 
•Mr.  Pascoal  FERNANDEZ  (Indian),  butler,  Amb/s  household 
Mrs.  Maria  J.  A.  DE  GUZMAN  (Filipino),  secretary 
•Mr.  Oswaldo  B.  GUTIERREZ  (Filipino),  driver 
Ms.  Mohga  S.  HANNA  (Sudanese),  secretary 
Mr.  Mohammad  Hamid  JAFFRY  (Pakistani),  derk 
•Mr.  Cesario  R.  JUANIR  (Filipino),  driver 
Mrs.  Nadia  F.  KABLE  (Sudanese),  secretary 
•Mr.  Ahmedoun  M.  KHEIR  (Sudanese),  messenger 
Mrs.  Maria  T.  LOPEZ  (Filipino),  secretary 
Ms.  Myrna  B.  MASAKAYAN  (Filipino),  secretary 
Mrs.  Bassima  M.  MOGHARBEL  (Lebanese),  bilingual  secretary 
Mrs.  Magda  MOURSI  (Egyptian),  secretary 
Mrs.  Jacqueline  MOUTRAN  (Lebanese),  secretary 
Miss  Janette  MOUTRAN  (Lebanese),  accountant 
Mrs.  Cristina  G.  deOCAMPO  (Filipino),  accountant 
•Mr.  Gil  N.  OSORIO  (Filipino),  driver 

•Mr.  Gholam  RASOOL  (Pakistani),  personal  tailor,  Amb/s  household 
Mrs.  Jocelyn  RIVERA  (Filipino),  secretary 
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"Mr.  Salem  H.  SALEM  (Egyptian),  messenger 
Ms.  Imelda  F.  SEVILLA  (Filipino),  secretary 
Ms.  Samiha  F.  SHEIKH-ALI  (Jordanian),  secretary 
Mrs.  Marie  L.  M.  SY,  secretary 


LAOS 

Mr.  Soubanh  SAYTHONGDAM,  admin,  secretary 
Mr.  Khamsone  THON GMANY,  admin,  secretary 

LATVIA 

Mrs.  Lutgarda  E.  MORAN  (Hlipino),  executive  secretary 

LEBANON 

CWO  Elias  ABDEL-NOUR,  secretary 
Mrs.  Ragheda  ABDEL-NOUR,  secretary 
Ms.  Nadia  G.  ACCAD,  secretary 
"Mr.  Reynaldo  O.  CHUA  (Filipino),  driver 
"Mr.  Alex  Ramon  G.  DE  LA  CRUZ  (Filipino),  driver 
Ms.  Christine  R.  DE  LEON  (Filipino),  secretary 
Ms.  Raja  KABBANI,  social  adviser 
Mr.  Nicolas  Daoud  KARAKI,  admin,  officer 
Ms.  Georgette  H.  MALLOUHI,  secretary 

"Ms.  Concepcion  MANAGIUT  (Filipino),  domestic,  Amb.'s  residence 
"Mr.  Mohamad  L.  TAHIR,  janitor 


LESOTHO 

Ms.  Maria  V.  Y.  CRUZ  (Filipino),  secretary /receptionist 
"Ms.  Nthabiseng  E.  MAKHETHA,  domestic,  Amb.'s  residence 
"Mr.  Danilo  S.  SORIENTE  (Hlipino),  chauffeur 

LIBERIA 


Mr.  Calvin  L.  COLE,  accountant 
Mr.  Peter  DADZIE,  accounts  coordinator 
Miss  Mafoi  L.  DENNIS,  secretary 
"Ms.  Doris  U.  HARMON,  housekeeper,  Amb/s  residence 
Ms.  Esther  B.  JONES,  computer  analyst 
Mr.  Edgar  B.  KOLUSON,  clerk/typist 
"Mr.  Charles  B.  MASON,  chauffeur 

"Mr.  Victor  Y.  MACAULEY  (Sierra  Leonean),  gardener.  Embassy 
Ms.  Alfreda  MORGAN,  secretary 
Mrs.  Catherine  J.  NMAH,  secretary 
Ms.  Laurie  PARKINSON,  accountant 
"Mr.  Walter  D.  RICHARDS,  Jr.,  chauffeur 
Mr.  Feweh  B.  SHERMAN,  file  clerk 
Miss  Margaret  SHERMAN,  admin,  asst. 

Ms.  Maakai  M.  SIRLEAF,  clerk 

Ms.  Colnette  C.  SKINNER,  receptionist 

Mr.  Gibson  L.  M.  TARNIAH,  information  and  research  officer 

Ms.  Georgia  A.  WALKER,  receptionist 

Ms.  Sophie  E.  WILSON,  secretary 

"Mr.  David  O.  WORDSWORTH,  gardener,  Amb/s  residence 
"Mr.  Jessie  WORDSWORTH,  steward,  Amb/s  household 
"Mr.  Samuel  B.  WORDSWORTH,  steward,  Amb/s  household 
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LUXEMBOURG 

"Mr.  Isidro  CARDOZA  (Filipino),  handyman /guard 
Mr.  Nando  CHIARELLI  (Italian),  clerk 
Mr.  Arm  and  MUNO,  secretary 
Mrs.  Myriam  NORRIS-ZIGRAND,  social  secretary 

MADAGASCAR 

"Mr.  Fidele  B.  RAJAONARIVELO,  driver/messenger 
"Mr.  Vincent  de  Paul  RAKOTOARISOA,  driver 
*Mr.  RANDRIANISATA,  cook,  Amb/s  residence 
"Ms.  Yolande  RAZANDARAIBE,  maid,  Amb/s  residence 
"Mr.  Germain  TSENA,  cook,  Amb/s  residence 

MALAWI 

"Mr.  William  E.  CASTILLEJO  (Filipino),  driver 
Mrs.  Agnes  A.  S.  DUKER  (Ghanaian),  secretary 
Mrs.  Maria  L.  GODUCO  (Filipino),  secretary 
"Mr.  Florante  L.  IGNACIO  (Filipino),  chauffeur 
Mr.  Himmat  S.  KALSI  (Indian),  accounts  asst. 

Mrs.  Hope  RWAKAARA  (Ugandan),  secretary 

"Mr.  Raymundo  S.  SAMSON  (Filipino),  housekeeper,  Amb/s  residence 
Mrs.  Teresita  A.  VALENCIA  (Filipino),  accounts  asst. 

"Mr.  Julio  B.  VILLENA  (Filipino),  security  guard 
Miss  Maude  B.  Y AN  KEY  (Ghanaian),  secretary 

MALAYSIA 


Miss  Rohayah  ABU  BAKAR,  clerk/ typist 

Mr.  Bin  H.  ARIFF,  sr.  bookkeeper 

Mrs.  Madhu  ARYA  (Indian),  clerk/typist 

Mr.  Arjuna  T.  ATIENZA  (Filipino),  clerk /typist 

Ms.  Poppy  BUDHIASTUTI  (Indonesian),  clerk /typist 

Miss  Cecilia  G.  CAMPOS  (Filipino),  secretary 

Mrs.  Yew  S.  CHEE,  clerk/typist 

Mr.  Ronney  W.  CHOONG,  derk/typist 

Mr.  Steven  H.  H.  CHOONG,  derk/typist 

Mr.  Jose  C.  DEL  ROSARIO  (Filipino),  congressional  asst. 

Miss  Michelle  B.  DIZON  (Filipino),  derk/typist 

Mrs.  Siti  Soraya  A.  GUNAWAN  (Indonesian),  derk/typist 

Ms.  Norpipah  IBRAHIM,  steno. 

Mr.  Mohammad  A.  ISMAIL,  accounts  derk 
"Mr.  Ragunathan  JOHN  SMITH,  gardener 
Miss  Vivien  T.  JOHNSON,  accounts  derk 
Mr.  Edwin  JOSEPH  (Indian),  derk/typist 
"Mr.  Sikandar  KAYANI,  driver 
Mr.  Abdul  J.  KHUDRI,  derk/typist 
Mrs.  Lilian  A.  KRAVITZ,  clerk/ typist 
Mr.  Cheng  S.  LIM,  derk/typist 
Miss  Rosella  G P.  LIM  (Filipino),  receptionist 
Mr.  Sultan  MAHMUD  (Bangladeshi),  derk/typist 
Miss  Noor  A.  MOHD  NOOR,  derk/typist 
Mr.  Saufi  B.  MOKHTAR,  derk/typist 
Mr.  Mat  S.  OMAR,  bookkeeper 
Mr.  Sanai  MOHD.  YUSOP,  staff  asst. 

Mrs.  Diana  Z.  NAZLI  (Indonesian),  clerk/ typist 
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*Mr.  Brahim  M.  NOR,  driver 
Mr.  Raub  OSMAN,  bookkeeper 
Mr.  Othman  OMAR,  communications  officer 
Miss  Aini  OTHMAN,  stenographer 
Mrs.  Pervin  T.  OZER  (Turkish),  clerk /typist 
Mrs.  Yolanda  G.  QUIZON  (Filipino),  clerk/typist 
Mrs.  Natindyas  K.  RACHMAT  (Indonesian),  clerk /typist 
Ms.  Azizah  RAMLY,  steno. 

Miss  Siti  R.  RAZALI,  steno. 

*Mr.  Suhaimi  H.  SAID,  driver 
*Mr.  Sebastian  SAVARIAMUTHU,  caretaker 
*Mr.  Savariar  SEBASTIAN,  security  guard 
Mrs.  Khaimah  SHAARI,  stenographer 
*Mr.  Kayani  SIKANDAR,  driver 
Mrs.  Norani  SUHAIMI,  receptionist 
*Mr.  George  V.  SUNDARAM,  driver 
*Mr.  John  Baburao  WAIDANDE  (Indian),  gardener 
Mrs.  Esmeralda  Z.  YUDHISTIRA  (Indonesian),  clerk/ typist 
Ms.  Humaidah  M.  YUSOF,  clerk/typist 
Mr.  Zainol  A.  M.  YUSOFF,  accounts  clerk 

MALI 

Ms.  Emebet  D.  ASSEFA  (French),  secretary 
*Mr.  Raju  V.  S.  KAMBLE,  (Indian),  driver 
*Mr.  Alexander  M ETHAN KERI  (Indian),  driver 
Ms.  Muganza  M.  SANGWA  (Zairean),  secretary 

MALTA 

*Ms.  Maria  L.  CABRALEZ  (Filipino),  maid,  Amb's  residence 
*Mr.  Joseph  LACSON  (Filipino),  driver/messenger 
Ms.  Juliet  TEODOSIO  (Filipino),  secretary /typist 

MARSHALL  ISLANDS 

Ms.  Donna  M.  IDQUIVAL  (Filipino),  secretary 

MAURITANIA 

*Mr.  Murikipudi  G.  S.  CHAKRAVARTHI  (Indian),  driver 
Ms.  Hanh  Thi  DANG  (Belgian),  secretary 
*Ms.  Andrea  O.  MULLEN,  maid,  Amb/s  household 
*Mr.  Perfecto  PARAS,  cook,  Amb/s  household 
Mrs.  Berta  REV  AH  (Turkish),  secretary 

MAURITIUS 


Mr.  Brajbeehurry  G.  PUTTY,  secretary 

MEXICO 

Ms.  Adriana  ALARCON  GONZALEZ,  admin,  officer 
Ms.  Susana  ARCINIEGA-CALDERON  (Peruvian),  secretary 
Ms.  Maricela  ARLAS-VERA,  admin,  officer 
*Ms.  Lucia  BELTRAN-ALMARAZ,  cook,  Amb/s  residence 
Ms.  Roxana  BRAMBILA  POZAS,  clerk 
Mrs.  Maria  E.  BUSTAMANTE  DE  SAUBERT,  admin,  officer 
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Mrs.  Cristina  CANO  DE  NIEFELD,  admin,  officer 
Miss  Maria  N.  CARMONA,  admin,  officer 
Mr.  Alberto  CHAPARRO-CASTANEDA,  clerk 
Mr.  Leonel  Ramon  CHAVEZ  SOSA,  admin,  officer 
Mr.  Enrique  CONSTANTINO- LARA,  admin,  officer 
Ms.  Rosa  DEL  ROSARIO  FALCON,  admin,  officer 
Ms.  Veronique  C.  DELI-MEADOWS,  admin,  officer 
Miss  Patricia  G.  DIAZ  LABROUSSE  (Peruvian),  secretary 
Mrs.  Arcelia  DOMINGUEZ  de  LOBERA,  admin,  officer 
Mr.  Igor  A.  DUENAS-AVENDANO,  clerk 

*Mrs.  Lourdes  EGUIVAR  DE  DIAZ  (Bolivian),  maid,  Amb/s  residence 
*Ms.  Frandsca  ELIAS  SANCHEZ,  maid,  Amb/s  household 
Mrs.  Mercedes  ESQUIVEL  DE  ANTUNES,  admin,  officer 
Mrs.  G.  Carolina  ESTEVA  MARTINEZ,  receptionist 
Mrs.  Maria  A.  ESTRADA-ALVAREZ,  translator 
*Mr.  Catarino  FLORES-MARQUEZ,  gardener 
Mr.  Raymundo  FLORES  MARQUEZ,  derk 
Mrs.  Alida  FLORES- WELKER,  admin,  officer 
Ms.  Gabriela  GAXIOLA-ALMADA,  admin,  officer 
Mr.  Timoteo  E.  HARRIS  HOWARD,  admin,  assistant 
Mr.  Roberto  HERNANDEZ  LOPEZ,  admin,  officer 
Ms.  Grisell  LARA  Y DEL  CASTILLO,  secretary 
Mrs.  Marcela  LEOS  DE  TURPIN,  admin,  officer 
Mr.  Juan  LOBERA  GONZALEZ,  aux.  employee 
Miss  Gradela  MALDONADO  FLORES,  secretary 
Ms.  Maria  del  C N.  MORENO-RODRIGUEZ,  admin,  officer 
Miss  Cecilia  NAJERA,  secretary 

Ms.  Florenda  OLAVARRLA-CASTANEDA,  admin,  officer 

Mrs.  Aziyade  OTERO  de  YANEZ,  admin,  officer 

Mr.  Mario  PEREZ  ROJAS,  derk 

Mr.  Esteban  PLASCENCIA-SOLACHE,  admin,  asst. 

Miss  Ma.  G.  Eugenia  RIOS  S.  POLANCO,  secretary 
Ms.  Ma.  de  Lourdes  RIVERA-DURAN,  admin,  officer 
Miss  Cintia  M.  ROBERTS  (Argentin),  secretary,  Finandal  Counselor's  Office 
Mrs.  Beatriz  ROJAS  GUIZA,  secretary 
Ms.  Adela  C.  ROSAS  BIEBERACH  (Peruvian),  secretary 
Mrs.  Ludlla  G.  RUVALCABA-PENA,  admin,  officer 
Mrs.  Maria  Cristina  SALCEDO  DE  BEECHUM,  admin,  officer 
Mrs.  Silvana  G.  SANCHEZ  LIRA,  admin,  officer 
Miss  Gradela  SERRANO  LOMELIN,  admin,  officer 
Miss  Beatriz  T.  TAMAYO  MEDINA,  secretary 
Ms.  Susana  TAMAYO-MEDINA,  secretary 
Mr.  Alfredo  TIRADO- CRUZ,  admin,  officer 
Mr.  Carlos  T.  TORRES  JACOBO,  admin,  officer 
Mr.  Frandsco  YANEZ  CESPEDES,  aux.  employee 
*Ms.  Maria  F.  YANEZ-OSORNIO,  maid,  Amb/s  household 

MICRONESIA 

Ms.  Condtta  MARIKE,  ex.  secretary 
Ms.  Lirio  M.  SORETES  (Filipino),  ex.  secretary 
**Mr.  Florendo  A.  TOMILLOSO  (Filipino),  chauffeur 

MONGOLIA 

Mr.  Shagdaryn  DEMCHIGGARAV,  admin,  officer 
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MOROCCO 

Mr.  Lahcen  CHAIB,  asst,  to  Defense  Attache 
Miss  Dominique  DARCIS  (French),  bilingual  secretary 
Ms.  Bouchra  EL  BELGHAMI,  secretary 
Mr.  Thami  EL  GLAOUI,  interpreter 
♦Mr.  Kacem  MOUHI-DINE,  chauffeur 
M/Sgt  Mohammed  F.  NOUIDEI,  asst,  to  Defense  Attache 
Mr.  Abdelouahed  OUBEREHI,  security  officer 
Mr.  Ahmed  OUKHEIRA,  asst,  to  Defense  Attache 
Ms.  Khadija  RHELJARI,  secretary 

Ms.  Marie-Therese  SCHILLING  (French),  bilingual  secretary 

MOZAMBIQUE 

*Mr.  Mimguipa  ALVES,  waiter,  Amb.'s  household 
*Mr.  Salomao  L.  BARROS  (Cape  Verdean),  chauffuer 
*Mr.  Salomao  F.  NHABANGA,  driver 

MYANMAR 

Mrs.  Agnes  V.  AGCAOILI  (Filipino),  chancellor 
Sgt.  Saw  HLAING,  chancellor 
*Mr.  Dilip  K.  KHADGI  (Nepalese),  chauffeur 
*Mr.  Babu  R.  MAHARJAN  (Nepalese),  janitor 
Mr.  Maung  MAUNG,  chancellor 
Mr.  Sann  MAUNG,  chancellor 
WO  Soe  MYINT,  chief  chancellor 
S/Sgt.  Khin  M.  OO,  chancellor 
Ms.  Suzheila  T.  L.  REYES  (Filipino),  chancellor 
Mr.  Ratna  K.  SHAKYA  (Nepalese),  chancellor 
Sgt.  Paing  SOE,  chancellor 
Mr.  Aye  THE  IN,  chancellor 
Sgt.  Ohn  THEIN,  chancellor 
Sgt.  Soe  THEIN,  chancellor 
Sgt.  Maung  Maung  TUN,  chancellor 
Mr.  Tint  L.  TUN,  chancellor 
Sgt.  Kyi  WIN,  chancellor 
Mr.  Tin  WINN,  chancellor 


NEPAL 

Ms.  Marina  P.  CENA  (Filipino),  secretary 
Mr.  Khadga  B.  KHADKA,  receptionist 

*Mr.  Saroj  B.  KHADKA  (Nepalese),  housekeeper,  at  the  Embassy 
*Mr.  Ram  K.  SHRESTHA  (Nepalese),  chauffeur 
*Mr.  Dig  B.  TAMANG,  driver /messenger 

NETHERLANDS 


Ms.  P.  M.  J.  ALKEMADE,  admin,  asst. 

Ms.  E.  J.  C.  ALTMANN,  secretary 
Mrs.  H.  C.  BAKKER-GOIS,  secretary 

PO  Etienne  R.  BASTIEN,  admin,  assistant,  Defense  & Navy  Attache's  Office 
*Ms.  Sofia  T.  BAUTISTA  (Filipino),  cook,  at  the  Embassy 
Mr.  P.  G.  BEIJERSBERGEN,  admin,  asst. 

Mrs.  Helena  P.  BES,  secretary 
Mr.  J.  P.  BLUEMINK,  admin,  asst. 


NETHERLANDS 
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Mrs.  Eveline  R.  BOEGBORN,  admin,  asst. 

CM/Sgt.  Johan  BOUTERSE,  admin,  asst..  Air  Attache's  Office 
Mr.  H.G.A.J.  BRAAM,  communications  officer 
M/Sgt.  Comelis  C BRANDSMA,  chief  security  officer 
Mrs.  A.  M.  BRUNNEKREEFT,  admin,  asst. 

Mrs.  V.  DAVID,  secretary 

Mr.  R.  D.  DE  BOER,  communications  officer 

Mr.  Gerardus  H.  DE  GROOT,  admin,  asst. 

*Mr.  Pascal  DELHAYE  (Belgian),  cook,  Amb.'s  residence 
Ms.  Caroline  G.  DE  VRIES,  secretary 
Maj.  J.  J.  DIJKSTERHUIS,  staff  officer.  Army  Attache's  Office 
*Ms.  Mary  G.  M.  DENGLASAN  (Filipino),  housekeeper,  Amb.'s  residence 
Mr.  A.  FROELING,  admin,  asst..  Naval  Attache's  Office 
•Mrs.  Annemieke  A.  GRAFTDIJK,  housekeeper,  Amb.'s  residence 
PO  Eric  A.  J.  GROOTHAND,  admin,  assistant 
M/Sgt  Vittorio  L.  GRUBEN,  chief  security  officer 
Mrs.  I.  HAMID,  info,  officer 
Miss  M.  J.  HARDEY,  admin,  officer 
Mrs.  Jacqueline  R.  HAUBER,  secretary 
Mr.  Andreas  M.  HEITING,  admin,  asst. 

LCP1  Karel  J.  HOEKSTRA,  security  officer 
Miss.  C.  C.  HOLLINK,  secretary 
Ms.  E.  M.  IMMERS,  secretary 

•Ms.  Corazon  T.  R.  INFANTADO  (Filipino),  cleaner,  at  the  Embassy 
Miss  H.  J.  JONGENELEN,  secretary 
Mr.  Jacobus  H.  A.  KEMPER,  admin,  officer 
Ms.  A.  C.  M.  KENNIS,  telephone  operator 
Cdr.  J.W.  KLEIJWEGT,  staff  officer  Naval  Attache's  Office 
Mrs.  H.  R.  J.  KOSTWINDER-HARTLEY,  secretary 
Mrs.  A.D.  LAUTENSLAGER,  secretary, 

•Mr.  Godofredo  C MANALANG  (Filipino),  cleaner,  at  the  Embassy 
Ms.  Janet  P.  C.  MEIJLIS,  secretary 
Mr.  Bryan  MENNIE  (British),  tech.  asst. 

•Mrs.  E.  I.  MESINA  (Filipino),  cleaner,  at  the  Embassy 
•Ms.  Elizabeth  P.  MESINA  (Filipino),  cleaner,  at  the  Embassy 
Sgt/Maj.  Coenraad  D.  MOERLAND,  admin,  asst..  Army  Attache's  Office 
LCpl  Roy  MULDER,  security  officer 
Ms.  Martinette  A.  M.  OONINCX,  secretary 
Lt/Cpl  Everardus  C.  M.  OOSTDAM,  security  officer 
•Mrs.  G.  M.  QULAMBAO  (Filipino),  cook/cleaner,  at  the  Embassy 
Cpl  Antonius  G RAVE,  security  officer 

CM/Sgt.  Theodorus  W.  J.  ROOSENBOOM,  admin,  asst.,  Air  Attache's  Office 

Mrs.  G.  SHUSTER,  secretary 

Lt/Cpl  Maurice  H.  J.  SMIT,  security  officer 

Mrs.  Els  M.  SMITS-WILMER,  admin,  officer 

Mr.  P.  THEUNISSEN,  admin,  asst. 

Mrs.  Nel  M.  M.  TIEKEN  NEAL,  secretary 
Ms.  N.  TROMP,  secretary 

Mr.  Christiaan  J.  A.  VADER,  asst,  to  Logistics  Officer 

Mr.  An  dries  VAN  BAARLE,  communication  officer 

CPO  Willem  VAN  DE  GLIND,  admin,  asst..  Naval  Attache's  Office 

Lt.  Marjolein  J.  VAN  DEN  BROEK,  admin,  asst.  Naval  Attache's  Office 

Maj.  Camillus  P.  J.  W.  VAN  DER  KUIJL,  chief,  Air  Attache's  Office 

CM/Sgt.  Eduard  R.  VAN  DER  LAND,  admin,  asst..  Air  Attache's  Office 

PO  Diederich  VAN  DUIJN,  accounting  officer.  Defense  and  Naval  Attache's  Office 

Ms.  Margaretha  C.  VAN  GORKUM,  secretary 

Mrs.  I.  VAN  KATWIJK,  secretary 

Ms.  B.M.M.  VAN  OVERDAM,  secretary 

PO  Pieter  G VAN  WIJNGAARDEN,  admin,  asst..  Naval  Attache's  Office 
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L/Cpl  Jeroen  E.  S.  VAN  WOLFEREN,  security  officer 
Mr.  Peter  VAN  ZALK,  tech.  asst. 

Miss  Adriana  A.  VELDHUIJZEN,  secretary 

Cdr.  H.  VOETEN,  staff  officer.  Naval  Attache's  Office 

LCpl  Frank  WIELAND,  security  officer 

Mr.  W.  L.  ZAAT,  admin,  officer 


NEW  ZEALAND 

Mr.  Graham  BALL,  supervisor.  Purchasing  Section 
Miss  Lyndsay  BARRIBALL,  clerk 

*Mr.  Giannino  BAZZACCO  (Italian),  gardener,  at  the  Embassy 
Miss  Patricia  COLLYNS  (British),  steno. 

Lt/Col  Gary  M.  CORKIN,  staff  officer 
Ms.  Judith  DAY,  sr.  receptionist 
Mrs.  Sharon  D.  FRANKLIN  (British),  admin,  assistant 
Flt/Lt  Andrew  M.  GREATHEAD,  staff  officer 
Ms.  Jacqueline  HASTEWELL  (British),  clerk 
Mrs.  Lesley  M.  JACKMAN  (Australian),  public  relations  officer 
*Mr.  Ronald  P.  JOHNSON,  maintenance  officer 
Miss  Sally  A.  KING  (British),  clerk 
Mrs.  Ofelia  LANA  (Filipino),  accountant 
Mr.  Terence  J.  MACKENZIE  (Australian),  clerk 
W/Cdr.  Wayne  E.  MATTHEWS,  staff  officer 
Ms.  Ellen  M.  MCMAHON  (British),  financial  controller 
Ms.  Janet  V.  MORRIS,  clerical  officer 
Mr.  Leonard  R.  MUIR  (British),  ex.  officer 
Miss  M.  MULHOLLAND,  consular  officer 
*Mr.  Warren  A.  NEAME,  chef,  Amb.'s  household 
Sq./Ldr.  Harold  G.  NICHOLSON,  communications  officer 
*Mr.  Fernando  NIEMBRO  (Spanish),  chauffeur 
Mrs.  Adele  O'BRIEN,  communications  officer 
Ms.  Kathleen  PHILLIPS,  secretary 

*Ms.  Maria  PRIETO  (Spanish),  cleaner/ tea  attendant,  at  the  Embassy 
Miss  Sheridan  READ,  steno. 

*Ms.  Rosita  M.  RIVERA  (Filipino),  maid,  Amb.'s  household 
Ms.  Helen  E.  ROPE,  visa  officer 
Mr.  Ian  ROY,  admin,  asst. 

Mrs.  Mei  TAARE,  information  officer 
Mrs.  Jane  A.  TITO,  personal  asst. 

*Mr.  Lynton  TITO,  courier 
Mr.  Vassilios  TROUPOS,  purchasing  officer 
Mrs.  Alison  WATKINS,  asst,  purchasing  officer 
Mrs.  Jill  WEBB  (British),  clerk/typist 
Miss  Victoria  A.  WHITLOCK  (British),  typist 
Mrs.  Frederica  C.  WINNEY  (British),  accounts  clerk 
*Mr.  Nigel  H.  WOOLLETT  (British),  courier 

NICARAGUA 

*Ms.  Norma  M.  GRILLO,  domestic,  at  the  Embassy 

NIGER 

*Ms.  Letaye  EKUBALEDET  ANDET  (Ethiopian),  housekeeper,  Amb.'s  residence 
*Mr.  Reynaldo  P.  GALANG  (Filipino),  chauffeur 
*Mr.  Issifi  GARBA,  chauffeur 
Ms.  Therese  GASASIRA,  secretary 


NIGER— NIGERIA 
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Mr.  Mahamane  INOUSSA,  receptionist 
*Mr.  Saidou  ISSA,  cook,  Amb/s  residence 
Ms.  Antoinette  K.  MABOTI  (Zairian),  secretary/ translator 
*Mr.  Djibo  NOMA,  butler,  Amb/s  residence 

NIGERIA 


*Mr.  Isah  ABDULKARIMU,  security  guard 
Mr.  Ahmad  S.  ABUBAKAR,  clerk 
*Mr.  Mu'azu  ABUBAKAR,  domestic,  Amb/s  residence 
Mrs.  Bolanle  A.  ADEBOWALE,  clerk/typist 
♦Mr.  Adenikinju  A.  ADEDAYO,  security  guard 
Mr.  Akinwole  O.  ADEPETU,  clerk /typist 
Mr.  Musibau  AKANBI,  clerk 
Miss  Abimbola  A.  AKPATA,  receptionist 
*Mr.  Anthony  A.  ALAKIJA,  driver 
*Mr.  Olatunde  AYENI,  security  guard 
Mrs.  Joycelyn  BOISSIERE  (Trinidadian),  secretary 
Miss  Penelope  D.  CAVE  (Barbadian),  protocol  asst. 

Mrs.  R.  J.  CHAUHAN  (Indian),  secretary 
*Mr.  Manuel  G.  CRUZ  (Filipino),  chauffeur 
Mr.  Joseph  DAGI,  clerk 

*Mr.  Muthu  B.  EKANAYAKE  (Sri  Lankan),  driver 
*Mr.  Simday  A.  FALEYE,  driver 
Mr.  Hewage  S.  FERNANDO  (Sri  Lankan),  admin,  asst. 
*Mr.  Enrico  S.  GEDSE  (Filipino),  chauffeur 
*Mr.  Umaru  IBRAHIM,  guard 
Mr.  Usman  IBRAHIM,  derk 
Mrs.  Felida  IZEVBIGIE,  secretary 
*Mr.  D.  JOSE  (Filipino),  chauffeur 
Mrs.  S.  JUNANKAR  (Indian)  secretary 
Ms.  Ann  S.  KOKER  (Sierra  Leonean),  secretary 
♦Mr.  Jose  R.  LINSANGAN  (Filipino),  driver 
Miss  Carol  T.  MARTINS,  secretary 
Mrs.  Jennifer  I.  McKELL  (Trinidadian),  secretary 
Mrs.  Matilda  S.  MEHEUX  (Sierra  Leonean),  secretary 
Mr.  Jonas  MENSAH  (Beninian),  derk 
Mrs.  Tsehai  MILLION  (Ethiopian),  secretary 
Mr.  W.  A.  MOLAKE,  derk 

Mrs.  Henrietta  C.  NICOL  (Sierra  Leonean),  secretary 

Mr.  Joseph  A.  NJOKU,  clerk 

Mr.  U.  NKANTA,  derk 

Mr.  Wilfred  A.  OBAHOR,  Jr.,  derk 

Mr.  Lawrence  U.  OMOREGBEE,  office  asst. 

Ms.  Olatoyosi  A.  ORIYOMI,  secretary 
Mrs.  G.  ORLINA  (Filipino),  derk/typist 
Miss  Eugenia  OS  AMOR,  derk 
Ms.  Kate  O.  OSU,  secretary 
Miss  Christine  A.  PARRIS  (British),  secretary 
*Mr.  Tissa  H.  PILAPITIYA  (Sri  Lankan),  driver 
*Mr.  Ronaldo  PITA  (Filipino),  driver 
*Mr.  Jomphi  RAM  (Indian),  cook,  Amb/s  residence 
*Mr.  Sheldon  J.  J.  SAMPSON,  asst,  maintenance  engineer 
^Mr.  Armando  C SIMPELO,  chauffeur 
*Mr.  Henry  SKEETE  (Trinidadian),  maintenance  technidan 
Mr.  D.  UGHIOVHE,  derk 
*Mr.  Joel  P.  UMALI  (Filipino),  chauffeur 
Mr.  Elias  N.  UWANDI,  derk 
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*Mr.  Eric  Y.  VELASCO  (Filipino),  driver 
*Mr.  Senen  P.  VIBAS,  driver 
Ms.  Rebecca  N.  VIGALL,  secretary 

Mrs.  Aileen  Y.  YOUNG-BROWN  (Jamaican),  students'  officer 

NORWAY 


Mrs.  Else-Marie  AMLIE,  head  of  Archives 
Ms.  Beate  G.  ANDERSEN,  receptionist 
Mrs.  Tone  ARPAK,  accountant 

*Miss  Arlene  BONIFACIO,  domestic,  Amb.'s  household 
Miss  Astrid  ERIKSEN,  secretary 
Ms.  Marianne  HAGERUP,  secretary 
*Miss  Barbara  IGONGIGONG,  domestic,  Amb.'s  household 
Mrs.  Ann  D.  JOHANSEN,  secretary 
Mr.  Stein  JOHANSEN,  security  officer 
Mr.  Nils  M.  JUSTESEN,  secretary 
Miss  Kirsten  LUND,  steno. 

Cpl.  Odd  Mar  win  NILSEN,  admin,  aide 
Mr.  Trygve  OLFARNES,  editor 
Mrs.  Randi  SAETEREIE,  secretary 
PO  Bjorn  SUNDE,  admin,  aide 
Miss  Ranveig  VALEN,  steno. 

OMAN 

*Ms.  Saalma  J.  ABD-RABOH,  domestic,  Amb.'s  residence 
Miss  Melvi  AGUINALDO  (Filipino),  receptionist 
*Mr.  Renato  G.  AYO  (Filipino),  chauffeur 
Miss  Cherry  CILLIAN  (Filipino),  asst,  accountant 
Mrs.  Nagat  A.  HAMED  (Egyptian),  secretary 
Mr.  Abdulaziz  M.  KAMEL  (Egyptian),  academic  adviser 
Mr.  Oscar  S.  MANALANSAN  (Filipino),  accountant 
Ms.  Fatma  A.  MOHAMMED  (Tanzanian),  secretary 
*Mr.  Seif  A.  MOHAMMED  (Tanzanian),  messenger 
*Mr.  Ezzat  H.  MOUSTAFA  (Egyptian),  security  guard/gardener 
*Mr.  Mohamed  O.  MUDEY  (Somalian),  chauffeur 
*Ms.  Julieta  C SALIENTES  (Filipino),  domestic,  Amb.'s  residence 
*Ms.  Priscilla  C.  SALIENTES  (Filipino),  domestic,  Amb.'s  residence 
Mr.  Solomon  A.  SEKAREN  (Indian),  accountant 
*Mr.  Ahmed  A.  SOLIMAN  (Egyptian),  messenger 
Mr.  Sadek  J.  SULAIMAN,  academic  adviser 
Mrs.  Inocenda  UY  (Filipino),  accountant 
Ms.  Manju  VERMA  (Indian),  secretary 
Ms.  Ragheda  M.  ZEITOUN  (Lebanese),  secretary 
*Mr.  ZLA-UD-DIN  (Pakistani),  chauffeur 


PAKISTAN 

Mr.  Naseer  Ahmed  AASI,  accounts  asst. 

Mr.  M.  A.  ABBASI,  admin,  asst. 

*Mr.  Raja  M.  ABDUL,  janitor 
Mr.  Khalid  L.  AHMAD,  accountant 
*Mr.  Nasir  AHMAD,  superintendent 
Mr.  Shafi  AHMAD,  clerical  asst. 

*Mr.  Badiuzzaman  AHMED 
Mr.  Nawaz  AHMED,  secretary 
Mr.  Sharif  AHMED,  accountant 


PAKISTAN 
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Mr.  Syed  S.  AHMED,  admin,  asst. 

Mr.  I.  ALI,  secretary 

Mr.  S.  Iqbal  ALI,  asst,  to  Minister 

Mr.  Ahsan  ALIZAI,  consular  asst. 

Miss  Sultana  ANIS,  clerical  asst. 

Sgt.  Muhammad  ASGHAR,  procurement  asst. 

*Mr.  Muhammad  ASLAM,  cleaner 
*Mr.  Abdul  AZIZ,  security  guard 
WO  Abdul  AZIZ,  secretary 
Mr.  Muhammad  BASHIR,  procurement  supervisor 
Mr.  Shahid  BASHIR,  clerical  asst. 

Mr.  Ghulam  M.  BHATTI,  asst,  to  Commercial  Counselor 
Mr.  William  A.  BIGFORD  (Canadian),  info.  asst. 

Mr.  Faiz  A.  CHAUDHARY,  accountant 

Mr.  Mohammad  A.  CHAUDHRY,  personal  asst. 

Mrs.  Fonseka  M.  K.  S.  CHITRA  (Sri  Lankan),  accounts  asst. 
Mr.  Muhammad  DILSHAD,  clerical  asst. 

*Mr.  Naseeb  ELAHI,  security  guard 
Mr.  Farouk  EL-HUSSEIN  (Thai),  editorial  asst. 

Mr.  Mohammad  FAROOQ,  asst,  to  Minister 
Mr.  Abdul  GHAFFAR,  clerical  asst. 

Mr.  Abdul  GHAFOOR,  accounts  asst. 

Miss  Gillian  L.  HALL,  secretary 
♦Mr.  Chaudhry  B.  HUSSAIN,  chauffeur 
Sgt.  Gulzar  HUSSAIN,  clerical  asst. 

Mr.  Muhammad  IQBAL,  staff  officer 
Mr.  Muhammad  ISMAIL,  accounts  asst. 

Mrs.  Siddiqua  JAFFRY,  educ  asst. 

M/Sgt  Uddin  JAMAL,  staff  asst. 

*Mr.  Ahmad  S.  KHAN,  courier 
WO  Allah  Y.  KHAN,  clerk 
*Mr.  Fayyaz  KHAN,  courier 
*Mr.  Mahsil  KHAN,  courier 

Mr.  Mohammad  J.  KHAN,  duplicating  machine  operator 
*Mr.  Nadir  KHAN,  courier 
*Mr.  Sajawal  KHAN,  courier 
Mr.  Sayyad  M.  KHAN,  clerical  asst. 

Mr.  Syed  I.  A.  KHAN,  admin,  asst. 

*Mr.  Gul  KHARAM,  domestic,  Amb/s  residence 
Ms.  Geraldine  B.  LORENZO  (Filipino),  staff  assistant 
Mr.  Khalid  MAHMOOD,  accountant 
Mrs.  Angelyn  T.  MARZON  (Filipino),  secretary 
Mr.  Ali  MAZHAR,  commercial  asst. 

*Mr.  Nazar  MUHAMMAD,  driver 
*Mr.  Ghulam  NABI,  courier 
Mr.  Lido  PINELLI  (Italian),  clerk 
Mr.  Amin  M.  QURESHI,  secretary 
Mr.  Mohammad  A.  QURESHI,  info.  asst. 

Mr.  M.  Salim  QURESHI,  personal  asst. 

Mr.  M.  Zafar  QURESHI,  information  asst. 

Mr.  Abdur  RAB,  admin,  officer 
Mr.  Nazar  M.  RANA,  clerical  asst. 

*Mr.  M.  Bashir  RAJA,  gardner 
Mr.  Abdul  RASHID,  accounts  asst. 

Mr.  Mohammed  A.  SADAAT,  accounts  asst. 

Mr.  Ghulam  SARWAR,  secretary 
*Mr.  Mohammad  A.  SHAH,  driver 
Mr.  Muhammad  S.  A.  SHAH,  education  asst. 

Mr.  Nawazish  A.  SHAH,  staff  asst. 
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Mr.  Saghir  H.  SHAH,  secretary 
*Mr.  Abdul  SHAKOOR,  driver 
*Mr.  Mohammad  SHARIF,  handyman 
Mr.  M.  Saeed  SIDDIQUI,  accountant 
Sgt.  Mohammad  I.  SINDHU,  personal  asst,  to  Attache 
M/Sgt.  Muhammad  YASIN,  staff  asst. 

Mr.  Mohammad  YOUSAF,  stenographer 
*Mr.  Mohammed  YOUSAF,  driver/office  orderly 
CWO  Muhammad  YOUSAF,  supervisor 

PANAMA 

*Mr.  Ricarte  A.  VILLANUEVA  (Filipino),  chauffeur 
Ms.  Ixora  V.  GONZALEZ,  secretary 

PAPUA  NEW  GUINEA 

Mrs.  Nellie  O.  KAW  (Filipino),  admin,  asst. 

*Mr.  Severino  SALANG,  Jr.,  driver 

*Ms.  Kathy  WAIM,  domestic,  Amb/s  residence 

PARAGUAY 

Mr.  Juan  A.  ADRLANZA-FARIA  (Venezuelan),  clerk 
Mr.  Armando  C ARGUELLO  BENITEZ,  clerk 
*Mr.  Mario  A.  CABRERA  VILLASBOA,  driver 
*Mr.  Francisco  J.  CABRERA  VILLASBOA,  driver 
Mr.  Reinaldo  CUBILLA  DIAZ,  admin,  officer 
Ms.  Virginia  GARCIA  GALARZA,  receptionist 
Miss  Carmen  O.  GONZALEZ  CRISTALDO,  secretary 
*Mr.  Juan  C.  MARTINEZ  MELGAREJO,  janitor 
*Mr.  Rufo  ORTELLADO,  messenger 


PERU 


Miss  Lelia  M.  ACCINELLI,  secretary 
Miss  Carmen  E.  ANGULO,  secretary 
Mrs.  Ana  B.  ARAOS,  accounts  clerk 
Mr.  Victor  R.  ARRIOLA,  admin,  officer 
Ms.  Jocelyn  E.  BLOTTE,  clerk 
Mr.  Paco  BRAVO,  admin,  asst. 

Mr.  Frank  BRITTO,  admin,  asst. 

Miss  Zoila  G CASTILLA,  economic  advisor 
Mr.  Walter  CELIS,  clerk 
Mrs.  Maria  E.  COLCHAO,  secretary 
Mrs.  Rosa  O.  R.  DE  CONRAD,  derk 
Mrs.  Patrida  R.  COSTA,  receptionist 
Miss  Mariana  Hana  ESCUDERO,  secretary 

Maj.  Gen.  Oscar  GAGLLARDI,  Procurement  advisor.  Air  Attache's  Office 

Ms.  Maria  S.  GARCIA,  receptionist 

Ms.  Maria  Del  P.  GARCIA,  derk 

Mr.  Vicente  F.  GARCLA-CALDERON,  admin,  asst. 

Maj.  Gen.  Luis  A.  GARCIA-WUAN,  finandal  advisor 
Mrs.  Carmen  W.  KANAMORI,  admin,  asst. 

*Mr.  Suk  W.  KIM  (Korean),  messenger /driver 
*Mrs.  Luda  O.  LAZARO,  housekeeper.  Chancery 
Mr.  Prudendo  M.  LAZARO,  derk 
Miss.  Olga  MAC  DONALD,  secretary 
Miss  Carmen  MANRIQUE-GALVAN,  receptionist 
*Mrs.  Maria  MARTTI,  cook,  Amb/s  household 
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Mrs.  Isabel  C.  MENDOZA,  accounting  derk 
Miss  Carmen  MORENO-HOLDER,  secretary 
Mrs.  Carina  G.  MURDOCH,  derk 
*Mr.  Dae  Y.  PARK,  driver 

Mrs.  Gaby  S.  PATHE,  secretary.  Military  Attache's  Office 

Mr.  Jose  S.  PATRONI,  computer  derk 

Mrs.  Ana  PAZOS-MILLER,  secretary 

WO  Miguel  PINTO,  admin,  asst..  Mil.  Attache's  Office 

Mr.  Walter  H.  ROJAS,  derk 

M/Sgt.  Enrique  B.  SANCHEZ,  aux.  tech..  Naval  Attache's  Office 
Mrs.  Carla  T.  SARMIENTO,  bilingual  secretary 
Miss  Elena  J.  TOWNSEND,  admin,  asst. 

Ms.  Claudia  VELARDE,  secretary 
Col.  Francisco  A.  VELEZ  de  VILLA,  advisor 
*Mr.  Luis  E.  VELIT,  messenger 
Mr.  Paul  M.  VELIT,  derk 


PHILIPPINES 


Ms.  M.  Cristina  Q.  ABAD,  trade  asst. 

Mr.  Nebuchandnezzar  S.  ALEJANDRINO,  technical  asst. 

*Ms.  Norma  ALEJANDRO  (Filipino),  domestic,  Amb.'s  residence 
Mr.  Tomas  C ALHAMBRA,  derk 
Ms.  Imelda  M.  ALVISO,  spedal  asst. 

Mr.  Romeo  BEDOLA,  consular  asst. 

Mr.  Felipe  Q.  BUENCAMINO,  derk 

Mrs.  Jocunda  C.  CABE  (Filipino),  convention  coordinator 

Mr.  Norberto  M.  CHAVEZ,  admin,  asst. 

Mrs.  Josefa  P.  M.  DIZON,  market  analyst 
Mr.  Hernando  M.  DOMINGO,  admin,  asst. 

Mr.  Joseph  V.  ELEGIDO,  admin,  asst. 

Mr.  Danilo  T.  ERES,  derk 

Mrs.  Angelita  C ESGUERRA,  derk/typist 

Mrs.  Grada  G.  ESGUERRA,  finance  asst. 

Mrs.  Jocelyn  C GABRIEL,  secretary 

Mr.  Lorenzo  P.  GARCIA,  administrative  aide 

Mrs.  Cristina  M.  HERNANDEZ,  admin,  asst. 

Mr.  Rolando  A.  HIPOLITO,  derk 

Mr.  Jesus  V.  G.  LUMAUIG,  marketing  officer 

Ms.  Consoladon  B.  MANGUIOB,  marketing  officer 

Mr.  Romeo  M.  MERJUDIO,  communications  officer 

Mr.  Bernardo  Jorge  B.  MITRA,  agricultural  analyst 

Mr.  Benito  G.  PALOMO,  admin,  asst. 

Mr.  Neopito  C.  PARDO,  admin,  asst. 

Mrs.  Arabela  B.  PINEDA,  admin,  asst. 

Mr.  Bernardino  REPUYAN,  derk 
Mrs.  Alida  E.  ROAQUIN,  derk 

*Mrs.  Cristita  Q.  SAJONLA  (Filipino),  domestic,  Amb.'s  residence 
Mr.  Nerio  B.  SUMONDONG,  admin,  asst. 

Mr.  Amulfo  C.  TURBULENCIA,  derk/typist 
Sgt.  Emmanuel  R.  UGAY,  admin,  asst. 

M/Sgt  Marcial  P.  VICE  DO,  admin,  asst. 

*Ms.  Loma  C.  VILLAMOR  (Filipino),  domestic,  Amb.'s  household 
Mrs.  Luzviminda  H.  VILLAREAL,  admin,  aide 


52 


POLAND— QATAR 


POLAND 

Mr.  Andrzej  BOULANGE,  admin,  officer 
Mr.  Krzysztof  GEDA,  admin,  officer 
Mr.  Edward  GNYS,  admin,  officer 
*Mr.  Radoslaw  KUCHOWICZ,  security  guard 
Mr.  Edward  KWIATKOWSKI,  admin,  officer 
Mr.  Marian  NIEWIADOMSKI,  admin,  officer 
Mr.  Tadeusz  OWCZAREK,  admin,  officer 
Mr.  Andrzej  PARZYSZEK,  admin,  officer 
*Mr.  Roman  PUCHALSKI,  security  guard 
Mr.  Lech  RYDEL,  admin,  officer 


PORTUGAL 


Mr.  Joaquim  N.  ABREU,  secretary 
Ms.  Maria  P.  V.  C.  T.  de  ALMEIDA,  secretary 
*Mrs.  Julieta  ANINO,  housekeeper,  at  the  Embassy 
Mr.  Joaquim  D.  S.  COELHO,  clerk 
Ms.  Maria  G.  S.  F.  CORREIA,  secretary 
*Ms.  Fernanda  de  Jesus  MELO,  domestic,  Amb/s  residence 
Mrs.  Maria  A.  HILKER,  admin,  asst. 

Ms.  Maria  L.  P.  LAGE,  secretary 
Miss  Maria  B.  M.  MACHADO,  secretary 
Ms.  Maria  M.  F.  S.  DA  SILVA,  secretary 
Ms.  Ana  M.  P.  MONTEIRO,  asst,  translator 
Mr.  Jose  F.  REBELO,  asst,  to  attache 
Mr.  Antonio  J.  dos  S.  RODRIGUES,  clerk 

Mr.  Jose  RODRIGUES,  secretary.  Office  of  the  Defense  and  Air  Attache 
Mr.  Francisco  SANCHES,  clerk 
Ms.  Eduarda  M.  SANTIAGO  (Brazilian),  secretary 
Ms.  Maria  D.  SANTOS  (Brazilian),  secretary 
Ms.  Laura  M.  SANTOS  BASTOS,  secretary 
Mrs.  Maria  Teresa  SEBASTIAO,  secretary 
Ms.  Claudina  J.  P.  SILVA,  secretary 
Mr.  Fernando  M.  SILVA,  clerk 
*Mrs.  Maria  H.  SILVA,  domestic,  Amb/s  residence 
Ms.  Maria  R.  V.  SILVA,  secretary 
CPO  Jose  A.  P.  TRINDADE,  secretary 
S/Sgt.  Luis  A.  L.  T.  TOVIM,  asst,  to  Attache 
Mrs.  Maria  de  L.  WHEATLEY,  secretary 


QATAR 

*Ms.  Haiat  ABDULLA  (Somalian),  babysitter,  Amb/s  residence 
Mr.  Sayed  ABDULRAHMAN  (Sudanese),  clerk 
Mr.  Safwan  M.  AL-FAQIH  (Jordanian),  academic  officer 
*Mr.  Hassan  S.  M.  ALI  (Sudanese),  messenger 
Ms.  Elham  ARNAWOUT  (Syrian),  secretary 

Mr.  Taysir  M.  A.  AWWAD  (Jordanian),  expert.  International  Relations 
*Mr.  Rabah  A.  BASSA  (Jordanian),  driver 

*Ms.  Amina  BENSAID  (Moroccan),  housekeeper,  Amb/s  residence 
Ms.  Sanaa  M.  DIEB  (Syrian),  secretary 
Mr.  Ali  M.  A.  EL  ALI,  (Jordanian),  public  relations  officer 
Mr.  Mahmoud  S.  EL-ALI  (Jordanian),  asst,  academic  adviser 
Mr.  Mohamed  S.  E.  EL-KABU  (Sudanese),  accountant 
Mr.  Eltayeb  Ali  ELSALAWI  (Sudanese),  academic  adviser 
Mr.  Bushra  H.  EL-TAYEB  (Sudanese),  clerk 
Mr.  Khaled  M . HASSAN  (Jordanian),  accountant 
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*Mr.  Mahmoud  Y.  A.  K.  HASSOUN,  (Egyptian),  chef.  Ambassador's  residence 
*Mr.  Moustapha  A.  A.  HASSON  A (Egyptian),  messenger 
Mr.  Omar  M.  A.  IBRAHIM  (Sudanese),  admissions  asst. 

*Mr.  Qawi  KHAN  (Pakistani),  security  guard 
Ms.  Azza  LEHETA  (Egyptian),  secretary 
*Mr.  El-Fath  A.  MOHAMED  BAKAT  (Sudanese),  messenger 
*Mr.  Abd  Alla  A.  O.  MOHMED  (Sudanese),  messenger 
*Mr.  Mohammad  OSMAN  (Egyptian),  messenger 
*Ms.  Reynabeth  V.  POLICANPIO,  messenger 
*Ms.  Susima  R.  REPOLLO  (Filipino),  domestic,  Amb/s  household 
*Mr.  Hassan  M.  SALAM  (Egyptian),  driver 
Mr.  Mohammad  A.  B.  SALEH  (Sudanese),  public  relations  asst 
Mr.  Jamal  SALIH  (Sudanese),  chief  accountant 
Mr.  Safwat  H.  SIDDIG  (Sudanese),  public  relations  officer 
Mr.  Ziad  F.  SOUBRA  (Lebanese),  sr.  public  relations  officer 
*Mr.  J.  Antonio  P.  STA.  MARIA,  driver 


ROMANIA 


Mr.  Adrian  GECUI,  admin,  officer 
*Mr.  Romeo  LANGA,  driver 
Mr.  loan  SUQU,  finance  clerk 

RWANDA 

Mrs.  Lene  M.  ABULA  (Zairian),  bilingual  secretary 
*Ms.  Milagros  A.  LIGAYA  (Filipino),  driver 
Ms.  Nora  NIEVA  (Filipino),  secretary 
*Ms.  Olive  NIZEYIMANA,  domestic,  Amb/s  residence 
*Mr.  Panneer  S.  SHANMUGAM  (Indian),  driver 

SAINT  KITTS  AND  NEVIS 

Mr.  Renato  G.  PURA  (Filipino),  office  attendant 

SAINT  LUCIA 

Mrs.  Jacqueline  M.  T.  LOUISY,  admin,  asst. 

*Mrs.  Nenita  C.  D.  CRUZ  (Filipino),  housekeeper,  Amb/s  residence 

SAUDI  ARABIA 

Mr.  Abdelbagi  A.  ABDALLA  (Sudanese),  receptionist 
Mr.  Omar  Mohamed  ABDELHALIEM  (Sudanese),  interpreter 
Miss  Sarnia  M.  ABDEL-WAHED  (Egyptian),  accountant 
Miss  Roly  A.  ABDUL-MALAK  (Lebanese),  secretary 
Mr.  Faisal  ABORDAIF,  admin,  officer 
*Mr.  Ahmad  K.  ABOU-SALEH  (Lebanese),  driver 
Mr.  Hamad  A.  ABUMAZEN,  security  officer 
Mr.  Raouf  M.  ABU-SHAIKHA,  interpreter 
Mr.  Mohammed  A.  G.  El  Din  AFIFI,  clerk 
Mrs.  Zeinab  El-Din  AFIFI  (Egyptian),  secretary 
Mr.  Mahmood  AHMAD  (Pakistani),  steno-typist 
Mr.  Anwar  S.  M.  AHMED  (Sudanese),  clerk 
Mrs.  Hayat  AHMED  (Sudanese),  secretary 
Mr.  Othman  A.  ALABDULKARIM,  accountant 
Mr.  Nasir  M.  AL-ABDULLA,  admin,  officer 
Mr.  Abdullah  A.  ABDULWAHID,  information  officer 
Mr.  Abdelmoneim  A.  ALAMIN  (Sudanese),  interpreter 
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Mr.  Ahmed  A.  AL-AMRI,  admin,  officer 
Mr.  Mohammed  A.  AL  ASFOUR,  admin,  officer 
*Mr.  M.  Akram  ALATTAR  (Syrian),  messenger /driver 
Brig.  Gen.  Saleh  ALDAWSARI,  admin,  officer 
Mr.  Mohammed  A.  AL  DUWAISAN,  office  administrator 
Mr.  Mansour  A.  M.  AL-FAYEZ,  office  administrator 
Mr.  Nasser  Gh.  ALHARBI,  admin,  officer 
1/Lt.  Abdullah  H.  AL-HARTHI,  admin,  officer 
Mr.  Ali  H.  A.  AL-HAWAS,  accountant 
Mr.  Fahad  Saleh  AL-JARBOUA,  admin,  officer 
Mr.  Abdullah  J.  ALJEAIDAN,  accountant 
Mr.  Ebaid  J.  H.  AL-JUAIDAN,  accountant 
Mr.  Saud  F.  AL-KAHTANY,  admin,  officer 
Mr.  Mansour  F.  ALKHAMMASH,  information  officer 
Mr.  Obaid  A.  M.  AL-KHAMMASH,  administrator 
Mr.  Khalid  A.  AL-KHUZAYM,  admin,  officer 
Mr.  Abdulaziz  S.  AL-MATHAMI,  admin,  officer 
Mr.  Nasser  AL-MAZROA,  administrator 
Mr.  Medlej  M.  AL-MEDLEJ,  admin,  asst. 

Mr.  Mohamed  M.  AL-MISKI  (Syrian),  receptionist 
Mr.  Sulaiman  M.  ALMOSA,  admin,  officer 
Mr.  Fahad  A.  AL-MUHAYA,  admin,  officer 
Mr.  Abdulrahman  A.  AL  NASHWAN,  admin,  officer 
Dr.  Abdulaziz  I.  ALOMARY,  advisor 
Mr.  Abdulaziz  N.  AL-SALEH,  admin,  officer 
Mr.  Jafar  H.  ALSHAIBANI,  security  officer 
Mr.  Abdulmohsen  AL-ALSHAIKH,  admin,  officer 
Mr.  Abdullah  H.  A.  H.  AL-SHAIKHI,  admin,  officer 
Mr.  Tarek  M.  A.  AL-SHAWAF,  communications  engineer 
Mr.  Abdulrahman  A.A.  AL-SHRAWI,  interpreter 
Mrs.  Ibtesam  A.  AL-SOWAYEL,  consultant 
Ms.  Naila  I.  AL-SOWAYEL,  administrator 
Mr.  Mohammed  M.  AL-SULAITIN,  office  administrator 
Mr.  Ghada  H.  AL-TARABOLSSI  (Lebanese),  secretary 
Mr.  Abdelwahid  A.  AL-TIRAIFI  (Sudanese),  translator 
*Mr.  Decederio  M.  AMOR  (Filipino),  butler,  Amb/s  residence 
Mr.  Amir  AMIR  UDDIN,  clerk 
Mr.  Mohammad  ASIF  (Pakistani),  derk 
Miss  Lina  BACHA  (Syrian),  secretary 
*Mr.  Mohamed  F.  H.  BADRI  (Sudanese),  messenger 
Mr.  Roger  G.  BAILEY  (British),  security  officer 
Mr.  Murray  J.  BALNAVES  (British),  security  officer 
Mr.  Awad  M.  BESHIR  (Egyptian),  derk 
*Mr.  Hassan  M.  BESHIR  (Egyptian),  butler 
Mr.  Ghulam  H.  BHATTI  (Pakistani),  receptionist 
Mr.  Ijaz  Hussein  BHATTI  (Pakistani),  derk 
*Mr.  Sedarimin  BIN  ADNAN  KIDIN,  domestic,  Amb/s  household 
*Mr.  Iman  K.  BIN  JALIL  RIDHO,  domestic,  Amb/s  household 
Mrs.  Aida  A.  BOULOS  (Egyptian),  secretary 
Miss  Mae  G.  BOUSTAN1  (Lebanese),  secretary 
*Ms.  Betty  C.  BRION1S  (Filipino),  domestic,  Amb/s  household 
Mr.  Charles  Christian  C.  BRUCE  (British),  security  officer 
Mr.  William  BURRELL  (British),  security  officer 
Ms.  Glynis  G.  CARDY,  security  officer 
Ms.  Patrida  F.  CAT  ALLA  (Filipino),  secretary 
Mr.  William  CHAMBERS,  security  officer 
Mr.  Abdul  K.  CHOUDARY  (Pakistani),  receptionist 
Mr.  Michael  S.  CLEARY  (British),  security  officer 
Miss  Epifania  CRUZ  (Filipino),  secretary 
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Ms.  Maria  M.  CUNA  (Filipino),  secretary 
Mrs.  Alia  M.  DAJANI  (Jordanian),  admin,  asst. 

Ms.  Lesley  Caroline  DAVISON  (British),  security  officer 

Mr.  Khalid  A.  DAYEL,  librarian 

Mrs.  Awatif  M.  DIAB  (Sudanese),  social  advisor 

Mrs.  Ahed  I.  DIRI  (Syrian),  secretary 

Mrs.  Jeanne  C.  DIZON  (Filipino),  secretary 

Mr.  Kamal  A.B.  EL  ABBADI  (Sudanese),  translator 

Miss  Aisha  H.  EL  AMIR  (Egyptian),  interpreter 

Miss  Nesrin  F.  EL  B ANNAN  (Egyptian),  receptionist 

Mr.  Sobhi  A.  EL-EITA  (Saudi),  admin,  asst. 

Mr.  Mohamed  A.  EL-GEBALY  (Egyptian),  interpreter 
Mr.  Mahmoud  M.  ELHARAZI  (Egyptian),  accountant 
Dr.  Abdelmoniem  EL  HILLALI  (Sudanese),  interpreter 
Dr.  Ahmed  M.  EL  HILLALI  (Sudanese),  economist 
Mr.  Mohamed  S.  ELKADY  (Egyptian),  clerk 
Mr.  Patrick  M.  ELLIOTT,  security  officer 
Ms.  Waffa  ELMADI  (Honduran),  telephone  operator 
Mr.  Amien  ELSUWAISY  (Egyptian),  computer  officer 
Mr.  Ibrahim  S.  EL-ZENI  (Egyptian),  accountant 
Mr.  Awadalla  B.  M.  FADL  (Egyptian),  clerk 
Dr.  Ibrahim  M.  FOFANAH  (Sierra  Leonean),  public  relations  officer 
Mr.  Awadalla  B.  M.  FADL  (Egyptian),  clerk 
Mr.  Ismat  K.M.  GABBANI  (Sudanese),  researcher 
*Mr.  Taher  A.  GEBALY  ALY  (Egyptian),  messenger 
Mr.  Mohammed  H.  GHALEB,  office  administrator 
Ms.  Katia  J.  GHAOUI  (Lebanese),  secretary 
Mrs.  Annamarie  S.  G.  GO  (Filipino),  secretary 
Mr.  Michael  P.  GRAHAM  (British),  security  officer 
*Mr.  Mohamed  Z.  GUBAH  (Yemeni),  cook,  Amb/s  household 
Dr.  Mohamed  S.  HALFAWI  (Egyptian),  translator 
Mr.  Fouad  H.  HAROON  (Sudanese),  receptionist 
*Mr.  Hussein  H.  HASS  AN  (Egyptian),  driver/messenger 
*Mrs.  Udugalage  HEENHAMY  (Sri  Lankan),  domestic,  Amb/s  residence 
Miss  O'Socorro  T.  HILADO  (Filipino),  secretary 
Mr.  William  D.  HOWDEN  (British),  security  officer 
Mr.  Suleiman  O.  IBRAHIM  (Sudanese),  interpreter 
Mrs.  Shahla  IZADI  (Iranian),  secretary 
Ms.  Xenia  M.  JISON  (Filipino),  secretary 
Mrs.  Hikmat  A.  JUDEH  (Jordanian),  interpreter 
Miss  Fathia  A.  KARSHA  (Somalian),  secretary 
Mr.  Ian  S.  KAYE  (British),  security  officer 
Mrs.  Aida  E.  KHADDER  (Jordanian),  secretary 
Mr.  Moheildin  M.  KHALAFALLA  (Sudanese),  receptionist 
*Mr.  A wad  M.  KHALED  (Egyptian),  driver 
Mr.  Abidullah  N.  KHAN  (Pakistani),  receptionist 
Mr.  Gulzar  A.  KHAN  (Pakistani),  coordinator 
Mrs.  Hoda  K.  A.  KHATAB  (Egyptian),  secretary 
Mr.  David  KING  (British),  security  officer 
Miss  Maria  Rosalinda  M.  LAGERA  (Filipino),  secretary 
Mrs.  Hedia  B.  M.  MALIK  (Egyptian),  secretary 
Mr.  Raja  A.  MALIK  (Pakistani),  clerk 
Ms.  Maria  T.  H.  MARTIREZ  (Filipino),  secretary 
Mr.  Mokbel  M.  M.  MATTA  (Egyptian),  interpreter 
Mr.  William  MCKEVITT  (British),  security  officer 
Mr.  Robert  MC  NALLY  (British),  security  officer 
*Ms.  Alicia  M.  MIRANDA  (Filipino),  domestic,  Amb/s  residence 
Ms.  Laila  A.  MOAWAD  (Egyptian),  secretary 
Dr.  Ahmed  A.  Fahmi  MOHAMED  (Egyptian),  interpreter 
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Mr.  Ahmed  Y.  A.  MOHAMED  (Egyptian),  clerk 
♦Mr.  Ala  E.  H.  MOHAMED  (Sudanese),  clerk 
Mr.  Isamildin  K.  MOHAMED  (Sudanese),  clerk 

Mr.  Mamdouh  Nour  El  din  Abdel  Nabi  MOHAMED  (Egyptian),  accountant 

Mr.  Sayed  B.  MOHAMED  (Egyptian),  clerk 

Mr.  Ejaz  M.  M.  MOHSIN  (Pakistani),  clerk 

Mr.  James  I.  L.  MONTGOMERY  (British),  security  officer 

Mr.  Ali  M.  MOUKALLED  (Lebanese),  clerk 

Mrs.  Alia  MOUKALLED  (Lebanese),  receptionist 

Mr.  Mohammed  A.  I.  MUHANNA,  admin,  asst. 

Mr.  Mansour  M.  MUSHAYT,  admin,  officer 
Mr.  Chowdhry  G.  MUSTAFA  (Pakistani),  receptionist 
Mr.  John  Vincent  MYALL  (British),  security  officer 
*Ms.  Graziella  E.  NADER  (Lebanese),  domestic,  Amb/s  residence 
Mr.  Mohamed  S.  NASR  (Sudanese),  computer  programmer 
Dr.  Khaled  S.  NASSER,  interpreter 
Mr.  Mohammad  NAWAZ  (Pakistani),  derk 
Mr.  Tarig  H.  NOUR  (Sudanese),  translator 
Mr.  Gary  John  OLIVER  (British),  security  officer 
Mr.  Kenneth  C.  OSBORNE  (British),  security  officer 
Mr.  Ahmed  I.  OSMAN  (Sudanese),  academic  advisor 
Mr.  Khalid  M.  OSMAN  (Sudanese),  derk 
*Mr.  Ali  RAHMAN  (Indonesian),  domestic,  Amb's  residence 
Mr.  Abu  El-Gassim  O.  RAM  DAN  (Sudanese),  secretary 
*Ms.  Susan  B.  REQUISO  (Filipino),  domestic  Amb's  residence 
Mr.  Magdy  RIZK  (Egyptian),  translator 
Mr.  James  A.  ROBSON  (British),  security  officer 
*Ms.  Rosalinda  K.  RODRIGUEZ  (Filipino),  domestic,  Amb/s  residence 
Mr.  Abdulmalek  M.  SALEH  (Yemeni),  derk 
Mr.  Omer  S.  SALEH  (Sudanese),  interpreter 
*Miss  Magda  S.  SANTIAGO  (Filipino),  domestic,  Amb/s  residence 
Mr.  Mohamed  A.  SAYED  (Sudanese),  interpreter 
Mr.  Emad  E.  SHAHIN  (Egyptian),  researcher 
Mrs.  Elsayeda  M.  SHEHATA  HUSSEIN  (Egyptian),  secretary 
Mr.  Harpal  SINGH,  receptionist 
Mrs.  Samira  Ahmed  SOLIMAN  (Egyptian),  secretary 
Ms.  Maria  L.  SY-HIM  (Filipino),  secretary 
Mr.  Omer  M.  A TAHA,  interpreter 
Mrs.  M.  Leonora  P.  TANANGCO  (Filipino),  secretary 
Mr.  Robert  F.  TAYLOR  (British),  security  officer 
Mr.  Melandro  G.  TE  (Filipino),  communications  engineer 
*Mr.  Rodolfo  K.  TOLENTINO  (Filipino),  messenger 
Mr.  Carlos  J.  VENINI  (Peruvian),  derk 
Mr.  Victor  WATSON,  security  officer 
Ms.  Christine  M.  WILLIAMS  (British),  security  officer 
Mr.  Ram  K.  YADAV  (Indian),  derk 
*Mr.  Bashir  A YOUSIF  (Sudanese),  driver 
Mr.  Shaikh  M.  YUNUS  (Pakistani),  derk 
Mr.  Saud  A.M.  ZAGZOUG,  admin,  assistant 
Ms.  Mimi  ZALAMI  (Lebanese),  secretary 


SENEGAL 


Mr.  Rashid  AFZAL  (Pakistani),  staff  asst. 

4 Pvt.  Amara  FAYE,  driver 

*Mr.  Abdul  GHAFFAR  (Pakistani),  butler,  Amb/s  residence 
*Mr.  Thomas  GNANSOUNOU  (Beninese),  chauffeur 
Mr.  Adrame  NDIAYE,  secretary 

*Ms.  Primitiva  B.  TABUSAO  (Filipino),  housekeeper,  Amb/s  residence 
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SIERRA  LEONE 

Mr.  Joseph  G.  ABDULAI,  admin,  asst. 

Ms.  Patricia  E.  AKPAN,  clerk 

Miss  Teresa  T.  AKPAN,  secretary 

Ms.  Arabella  M.  A.  BANGURA,  library  asst 

Ms.  Nancy  A.  BANYA,  secretary 

Ms.  Remi  F.  BART-WILLIAMS,  admin,  asst. 

Ms.  Coral  M.  BIRD,  secretary 
*Mr.  John  BREWAH,  valet,  Amb/s  residence 
*Ms.  Comfort  C.  CAREW,  maid,  Amb/s  residence 
Mr.  Olabode  E.  CAREW,  accounting  asst. 

Mr.  Samuel  D.  CLAYE,  admin,  asst. 

Ms.  Assiatu  H.  DUMBUYA,  secretary 
Ms.  Doreen  JOHNSON,  accounts  clerk 
Mrs.  Comfort  J.  KAIKAI,  librarian 
*Miss  Mafereh  KAMARA,  maid,  Amb/s  household 
Ms.  Zainab  J.  KARGBO,  secretary 
*Miss  Magdalene  H.  KOKER,  cook,  Amb/s  residence 
*Mrs.  Josephine  A.  MASSAWUOI,  cook,  Amb/s  residence 
*Mr.  German  S.  MONTESA,  chauffeur 
Mrs.  Priscilla  C.  MORGAN,  admin,  asst. 

Mrs.  Muriel  J.  OJUKUTU-MACAULEY,  secretary 
Mrs.  Iris  ROBINSON,  secretary 
Mr.  Mike  J.  SAUNDERS,  admin,  asst. 


SINGAPORE 

Mr.  Cheng  San  CHUA,  registry  officer 
Miss  Phyllis  J.  CHUA,  stenographer 
Ms.  Elizabeth  A.  DANKER,  secretary 
*Mr.  Menardo  S.  ELLA  (Filipino),  chauffeur/messenger 
WO  Gulab  KAUR,  asst,  purchasing  officer 
Mr.  James  LOW,  secretary 

Miss  Narmattie  PERMESAR  (Guyanese),  clerk/typist 
*Mr.  Marcelino  P.  PIDO  (Filipino),  chauffeur 
Ms.  Teresita  V.  QUERUBIN  (Filipino),  receptionist 
Mrs.  Celeste  C.  QUISMORIO  (Filipino),  clerk /typist 
Mr.  Manogaran  RENGASAMY,  asst,  purchasing  officer 
Mrs.  Anna  J.  STUART  (Filipino),  derk /typist 
Mrs.  Rosalie  M.  TALA  VERA  (Filipino),  derk/ typist 
Mr.  Kim  Ann  TAN,  technical  asst. 

Miss  Lee  Lee  TAN,  stenographer 
Mr.  Antonio  D.  VERDAN  (Filipino),  derk/ typist 
*Mr.  Surinder  P.  VIRK  (Indian),  chauffeur 

SOMALIA 

Ms.  Ubah  M.  ABSHIR,  asst,  to  admin,  officer 
Mrs.  Jamad  H.  ALI,  secretary 
Ms.  Zahra  A.  ALI,  research  officer 
*Mr.  Jesus  N.  V.  FUENTES  (Filipino),  driver 
Mr.  Ali  A.  HASSAN,  admin,  asst. 

Mr.  Mohamed  A.  HASSAN,  derk 
Mr.  Musse  H.  HASSAN,  information  officer 
Mr.  Armando  S.  HERRADURA  (Filipino),  derk 
*Mr.  Ali  A.  HE  RSI,  driver 

*Mr.  Fernando  B.  I LAGAN  (Filipino),  driver/messenger 
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Mr.  Aden  M.  JAMA,  advisor 
Mr.  Mohamed  A.  MAO,  admin,  asst. 

Mr.  Hassan  Omar  MOHAMED,  receptionist 
Ms.  Faduma  A.  H.  MOHAMUD,  ex.  secretary 
Ms.  Halimo  A.  NUR,  secretary 
Mr.  Liban  M.  NUR,  receptionist 
*Mr.  Mohamoud  B.  ODASUGE,  messenger 
*Mr.  Nalamuthu  A.  PRAKASAM  (Indian),  chauffeur 
Ms.  Hodan  K.  SHIRE,  typist 
Mr.  Abdi  A.  WEHLIE,  social  secretary 


SOUTH  AFRICA 

*Mr.  Esteban  AGUSTIN  (Filipino),  employee 
Mrs.  Chantal  B.  ARNTSEN,  employee 
Ms.  Adri  BEKKER,  employee 
*Mr.  Theodore  BENGTSON,  employee 
Ms.  Amanda  C.  B ESTER,  employee 
Ms.  Helen  A.  BLYTH,  employee 
Mr.  Frank  BOSSE,  employee 
Mrs.  Catherine  A.  BOYES,  employee 
Mr.  Dirk  J.  BREDENKAMP,  employee 
Ms.  Tarrin  B REWIN,  employee 
Mr.  Jacobus  W.  BREYL,  employee 
*Mr.  Nelson  G.  CABEZAS  ROA  (Chilean),  employee 
*Mr.  Gonzalo  M.  CAMBEROS  (Bolivian),  employee 
Mrs.  Johanna  M.  CAMPBELL,  employee 
Ms.  Susan  CARTER  (British),  employee 
Mrs.  Aida  CELESTINO  (Filipino),  employee 
*Mr.  Aurelio  CONTI  (Italian),  employee 
Ms.  Sherry  COOPER  (British),  employee 
*Mr.  Kevin  J.  CROWDER,  employee 
Ms.  Engela  DUTOIT,  employee 
Mrs.  Lily  V.  DU  TOIT,  employee 
Ms.  Juanitha  ENGELBRECHT,  employee 
*Mr.  German  F.  GAJARDO  (Chilean),  employee 
Mr.  Juan  J.  GONZALES  (Chilean),  employee 
*Mr.  Jose  J.  GONZALEZ  (Chilean),  employee 
Ms.  Eunice  R.  HAAS,  employee 
Mrs.  Senga  HANCOCK  (British),  employee 
Mr.  Johannes  W.  HANEKOM,  employee 
Ms.  Myriam  del  P.  HENRIQUEZ  (Chilean),  employee 
*Mr.  Juan  A.  HENRIQUEZ  COTTET  (Chilean),  employee 
Mr.  Beris  HERRERA  (Chilean),  employee 
*Mr.  Raimundo  HERRERA,  employee 
Miss  Maria  L.  HOCSON  (Filipino),  employee 
Mrs.  Catherine  G HUGHES  (British),  employee 
Miss  Barbara  K.  JOHNSON,  employee 
Ms.  Annette  KRUGER,  employee 
Mr.  Louis  J.  KRUGER,  employee 
Ms.  Martha  M.  P.  LEMMER,  employee 
Miss  Ina  L.  S.  MACPHERSON  (British),  employee 
Ms.  Karmen  MALAN,  employee 
Ms.  Rosa  L.  MARINO  (Peruvian),  employee 
Mrs.  Noela  MARTINEZ  (Australian),  employee 
*Ms.  Natalia  dos  S.  MARTINS,  employee 
Mr.  Gavin  John  MCLEMAN  (Zimbabwean),  employee 
*Ms.  Thembekile  A.  MTETWA,  employee 
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Miss  Lisa  M.  MURRAY  (British),  employee 
Mrs.  Elizabeth  C A.  NORTON  (British),  employee 
•Mr.  David  S.  NKONGANI,  employee 
Ms.  Tracey  C.  POTTER  (British),  employee 
Mrs.  Deborah  PENENBURGH,  employee 
Ms.  Helen  PITSILLIDES,  employee 

•Mr.  Manuel  POBLETE  ELG  UEZABAL  (Chilean),  employee 
•Mr.  Jaime  H.  RIVAS  (Chilean),  employee 
Mr.  Mark  S.  SHEAR  (British),  employee 
•Ms.  Flor  de  Maria  SANTILLAN  (Peruvian),  employee 
•Mr.  David  SINGH,  employee 
Ms.  Arlene  C SOLOMON,  employee 
Ms.  Cristina  SOMMER  (British),  employee 
Ms.  Valerie  P.  THOMAS,  employee 
Mrs.  Mariechen  TIZON,  employee 
Mrs.  Jacomina  G VAN  GREUNEN,  employee 
•Mr.  Peter  W.  VAN  ITEERDEN,  employee 
•Mrs.  Flor  M.  VERGARA  (Chilean),  employee 
Ms.  Leigh  YOUNG  (British),  employee 

SPAIN 

Ms.  Inmaculada  ALDAMIZ-ECHEBARRLA,  secretary 
Mr.  Jose  L.  ALVAREZ,  clerk 

Mrs.  Maria  E.  AQUINO  (Cuban),  secretary.  Info.  Office 

Mrs.  Marianela  ARROYO  (Spanish),  secretary 

Miss  Isabel  AVANZINI,  computer  operator 

Cdr.  German  BAYOU,  staff  officer 

Maj.  Luis  BELTRAN,  staff  officer 

Mrs.  Josefina  N.  BENITEZ,  secretary 

Mrs.  Margarita  BORJA  CLARKE  (Ecuadorean),  secretary 

Ms.  Jacqueline  BOSQUET,  secretary 

Mr.  Pedro  B.  CALERO  PUEBLA,  clerk 

Mr.  Efigenio  CAMINERO,  admin,  officer 

Ms.  Eva  CARBAJO  VASALLO,  receptionist 

Chief /MSgt.  Jose  M.  CARDO,  derk.  Defense  Attache's  Office 

Lt/Col  Angel  CASES,  staff  officer 

Mr.  Arturo  CAYUELA,  labor  adviser 

Lt/Cdr  Vicente  CENALMOR,  staff  officer 

Mrs.  Elsa  CHAVEZ  BERNARD  (Peruvian),  secretary 

Ms.  Begona  COELLO,  translator 

M/Sgt.  Luis  CORTIJO,  admin,  asst. 

Mrs.  Ileana  R.  CRUZ  (Nicaraguan),  secretary 
Miss  Nora  B.  CUADRA,  derk 
Miss  Paloma  CUCHI,  secretary 
•Ms.  Casilda  CUEVAS,  laundress,  Amb/s  residence 
•Mr.  Rogerio  V.  DA  CUNHA  (Portuguese),  janitor 
Miss  Maria  C.  DEL  RIO,  derk 
Mrs.  Rosa  I.  DE  TUNDO,  secretary 
Ms.  Patrida  DE  ZABALA  JORDANA,  secretary 
•Mr.  Alfonso  R.  DIAZ  GONZALEZ,  driver 
Mr.  Luis  DIEZ-KLINK,  communications  officer 
Mr.  Angel  L.  DOMINGUEZ,  administrative  derk 
Mrs.  Maria  G EIRIZ,  secretary 
CPO  Pedro  FERNANDEZ,  admin,  asst. 

L/Col  Yago  R.  FERNANDEZ-de-BOBADILLA,  staff  officer 
Miss  Maria  P.  FERRANDO  GARCIA,  secretary 

•Ms.  Maria  A.  FLORES  VILLALTA  (Salvadoran),  maid,  Amb/s  household 
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SPAIN 


Cdr  Jose  A.  FONT,  staff  officer 

Miss  Asuncion  GALLARDO,  secretary 

Ms.  Pilar  GARCIA,  secretary 

Miss  Isabel  GARCIA  MARTINEZ,  secretary 

Miss  Isabel  GARDETA,  secretary 

Mr.  Francisco  GARNI CA-SILES,  chancellor 

Mr.  Miguel  A.  GARZON  PAZ,  clerk 

Ms.  Rosa  M.  GIMENEZ-NAVARRO,  admin,  clerk 

Mr.  Jose  A.  GOMEZ -GOMEZ,  nuclear  energy  advisor 

Maj.  Juan  G.  GONZALEZ,  staff  officer 

Mr.  Demetrio  GONZALEZ,  clerk 

Ms.  Eulalia  GONZALEZ,  secretary 

Mr.  Felix  HAERING,  secretary 

"Ms.  Cecilia  M.  JEMIO  DE  YANGUAS,  maid,  Amb/s  residence 
Mrs.  Elba  E.  O.  A.  JIMENEZ  (Peruvian),  secretary 
Mrs.  Maria  Isabel  C.  KOPPIUS,  secretary 
Mr.  Jose  A.  LANTARON,  nuclear  energy  advisor 
Mr.  Luis  LAZARO,  teacher 
Mrs.  Maria  E.  LLORENTE  RODRIQUEZ,  secretary 
Mr.  Daniel  LOPEZ  CAMACHO,  clerk 
Mrs.  Maria-Jose  LOPEZ  DE  ARENOSA,  secretary 
CPO  Juan  I.  MARQUEZ,  admin,  asst. 

Lt/Cdr  Angel  M.  MARTINEZ,  staff  officer 

Mrs.  Manuela  L.  A.  MARTINEZ,  secretary 

Mr.  Mariano  MAZO,  teacher 

Mr.  Eduardo  MELCHIOR,  tech,  adviser 

Sgt/Maj  Raimundo  C.  MUINOS,  clerk.  Mil.  Attache's  Office 

Sgt.  Miguel  A.  MUNOZ,  admin,  asst. 

Mrs.  Paloma  MUNOZ  DE  PALMERO,  secretary 
Mr.  Ignacio  NAVARRETE,  admin,  asst. 

"Ms.  Dora  B.  NUNEZ  MIRANDA,  maid,  Amb.'s  residence 
Ms.  Esther  M.  PAULETE,  admin,  clerk 
Mrs.  Agustina  P.M.  PORTAIX,  secretary 
Mrs.  Antonia  B.  OJEDA,  receptionist 
Mr.  Juan  OLIVAS,  clerk 
Ms.  Maria  J.  OLMEDO-LUCINI,  admin,  asst. 

Mr.  Victor  ORIO,  admin,  asst.,  Air  Attache's  Office 
Ms.  Cristina  PAGAN,  admin,  clerk 
Mr.  Juan  PAGAN,  clerk 

Ms.  Porumbita  PAP AZ IAN  (Argentine),  secretary 
Ms.  Amparo  PENEDO,  admin,  asst. 

Ms.  Elena  PEREZ,  secretary 
M/Sgt  Felix  PEREZ,  admin,  asst. 

Mr.  Juan  PERELA  GARCIA,  chancellor 

Lt/Cdr  Ceferino  PEREZ-BLAYA,  staff  officer.  Naval  Attache's  Office 
S/Maj  Jose  C POZO,  admin,  asst. 

"Mr.  Luis  RETANA  RODRIGUEZ,  messenger/clerk 
Ms.  Cristina  M.  RIBEIRO  SILVA,  secretary 
Ms.  Sylvia  RICO  DE  CASSO,  secretary 
Mr.  Pablo  J.  RINCON,  market  analyst 
Mrs.  Ana  M.  RIVERO,  chancellor 
Mrs.  Maria  ROA  DE  DIAZ,  clerk 

"Mr.  Manuel  RODRIGUEZ  GONZALEZ,  waiter,  Amb.'s  household 
"Mr.  Genaro  RUIZ  (Peruvian),  waiter,  Amb.'s  residence 
CPO  Jose  L.  RUIZ,  admin,  asst 

Cdr  Jose  M.  SALVADORES,  staff  officer.  Naval  Attache's  Office 
"Ms.  Angelita  M.  SAMI  (Filipino),  maid,  Amb.'s  residence 
Mr.  Jose  I.  SANCHEZ,  clerk 

SCPO  Juan  P.  SANCHEZ,  admin,  asst..  Defense  Attache's  Office 
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Mr.  Jose  Manuel  SANJURJO,  staff  officer 
Mrs.  Isabel  SANTOS,  admin,  asst. 

*Mr.  Alejandro  SANTOS  FERNANDEZ,  waiter,  Amb/s  residence 
*Mr.  Jose  SANTOS  FERNANDEZ,  waiter,  Amb/s  household 
Miss  Beatriz  SILVA,  clerk 
*Mr.  Pappu  SINGH  (Indian),  chauffeur 
Lt/Cdr  Jose  SUAREZ,  staff  officer 
Mr.  Fernando  TEIGEIRO,  translator 

Chief  M/Sgt.  Manuel  VALENZUELA,  staff  officer.  Air  Attache's  Office 
Mrs.  Aurelia  VAZQUEZ,  clerk 
Miss  Montserrat  VERICAT,  secretary 
*Mr.  Dionisio  VILLANUEVA,  chef,  Amb/s  residence 
Ms.  Maria  T.  VILLEN-FIZ,  legal  asst. 

Ms.  Maria  C.  XIMENEZ,  secretary 

Mr.  Alfonso  ZAMORANO-GARCIA,  program  manager 

SRI  LANKA 


Mrs.  S.  R.  ABEYESUNDERE,  receptionist 
♦Mr.  A.  M.  S.  K.  ATHAUDA,  messenger 
Mr.  Ranatunga  M.  BANDARA,  consular  asst. 

*Mr.  H.  N.  CHANDRASIRI,  messenger 
*Mr.  D.  L.  CORNELIS,  chauffeur/caretaker 
Mr.  Soma  G.  DANTHANARAYANA,  consular  asst. 

Mr.  Leslie  C H.  FERNANDO,  steno. 

Mr.  Dickwella  V.  G.  GEEVARATNE,  steno/typist 
*Mr.  Mohamed  IMTIYAZ,  messenger/ machine  operator 
Mr.  L.  U.  KARUNARATNE,  clerk/ commercial/assistant 
Mr.  Karunaratne  B.  MANNAPPERU  MUDIYANSELAGE,  accounts  officer 
Mr.  Mallikaratchige  D.  F.  PERERA,  stenographer 
Miss  Ranhawadige  K.  PREMARATNE,  cypher  officer 
Mr.  M.  I.  REYAL,  clerk/ typist 

SUDAN 


Mr.  Bushara  M.  ATTLA,  liaison  officer 
*Mr.  Luis  Chito  CRUZ  (Filipino),  driver 

*Ms.  Evangeline  V.  DEL  ROSARIO  (Filipino),  domestic,  Amb/s  residence 
Ms.  Maria  L.  Y.  FERNANDO  (Filipino),  secretary 
Ms.  Maria  Rhodora  Y.  FERNANDO  (Filipino),  receptionist 
*Mr.  Gorashi  M.  HAGBADRI,  messenger 
*Mr.  Ismail  H.  ISMAIL,  messenger 
Ms.  Maria  C.O.  JANAIRO  (Filipino),  secretary 
Ms.  Maria  A.  L.  LEDESMA  (Filipino),  secretary 
Mrs.  June  J.  MOHABIR  (Guyanese),  secretary 

*Mr.  Abuzaid  Musa  Ahmed  MOHAMED  (Sudanese),  housekeeper /cook,  Amb/  residence 
Ms.  Cristina  C.  QUI  (Filipino),  secretary 
Miss  Editha  Q.  R LANZA  RES  (Filipino),  secretary 
*Mr.  Abdel  R.  M.  A.  SALMAN,  messenger 
*Mr.  Romel  C.  VILLANUEVA  (Filipino),  driver 
*Mr.  Antonio  T.  VILLATEMA  (Filipino),  driver 

SURINAME 

*Ms.  Ruth  G.  ETMAN,  domestic,  Amb/s  residence 
Ms.  Cresenda  S.  GONZALES  (Filipino),  receptionist/typist 
*Mr.  August  H.  MAC  DONALD,  driver 
*Mr.  Glenn  P.  SEDOC,  domestic,  Amb/s  residence 
Ms.  Urmila  G.  WIMPEL,  secretary 
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SWAZILAND 

Ms.  Victoria  H.  BENJAMIN  (Liberian),  receptionist 
*Ms.  Gcebile  G.  DLAMINI,  housekeeper,  Amb.'s  residence 
Miss  Rukmal  D.  GUNASEKARA  (Sri  Lankan),  accounts  asst. 
*Mr.  Bemardito  L.  LAUCHENGCO  (Filipino),  chauffeur 
Ms.  Lindie  L.  NKAMBULE,  admin,  officer 
*Mr.  Edmundo  OBIAS  (Filipino),  chauffeur 


SWEDEN 


Ms.  Eva  M.  AHLNER,  asst,  to  Counselor 
Mr.  Lars  BERNHARDS EN,  asst  to  counselor 
Mrs.  Asa  G CARLSSON-NOVANG,  communications  officer 
*Mr.  Sam-Suk  CHO,  housekeeper,  Amb/s  household 
Mrs.  Brita  CRONQUIST,  secretary 
Mr.  Per  D.  EDLUNDH,  security  clerk 
*Mr.  Stelios  FASSOLAKIS,  gardener,  Amb/s  household 
Ms.  Annika  C.  FRIBERG,  secretary 
Ms.  Ulrika  G.  GUSTAFSSON,  secretary 
Mrs.  Catharina  M.  HERBERTSSON,  asst,  to  Counselor 
Ms.  Ingrid  HM.K.  HOAS,  secretary 
Ms.  Kerstin  I.  M.  JAGERBO,  accountant 
Mr.  Per  T.  KAAGEBJER,  asst  to  Counselor 
Mr.  Jan  Anders  C.  KARLSSON,  asst,  to  counselor 
Ms.  Agneta  C.  LEXEUUS,  secretary 
Ms.  Anita  LINDBOHM,  secretary 
Mr.  Lennart  LOMNER,  asst  director.  Procurement  Office 
Ms.  Bodil  MILLBERG,  admin,  asst. 

*Mr.  Alipio  S.  PARAS,  Jr.,  butler,  Amb/s  household 
Mr.Kjell  PERSSON,  archivist 
Ms.  Asa  PETERSON,  secretary 
Ms.  Elizabeth  RAMERYD,  procurement  officer 
Mrs.  Ingrid  ROOS,  secretary 
Ms.  Margaretha  SCHOUG,  secretary 
Mrs.  Anne  SIWERS,  secretary 


SWITZERLAND 

*Ms.  Elpidia  E.  ABULENGA  (Filipino),  domestic,  Amb/s  residence 
*Mr.  Robert  ACKERMANN,  cook,  Amb/s  residence 
Mrs.  Christa  P.  BLUEHDORN  (German),  social  secretary 
Ms.  Nicole  COURTTN,  secretary 
*Mr.  Lincoln  DIAZ  (Chilean),  gardener 
Ms.  Magali  I.  FEHLBAUM,  secretary 
Mr.  Philippe  FLUECK,  admin,  officer 
Ms.  Beatrix  HEINIGER,  secretary 
Ms.  Cornelia  HELG,  secretary 
Mr.  Peter  HIMMELBERGER,  admin,  officer 
Mr.  Charly  L.  HUBER,  admin,  officer 
*Mr.  Salim  KHAN  (Pakistani),  butler,  Amb/s  residence 
Mr.  Alfred  M.  ROLLER,  admin,  officer 
Ms.  Mirjam  P.  MERKT,  secretary 
Mr.  Denis  NIEDERHAUSER,  admin,  officer 
Mr.  Fabian  M.  OSTERWALDER,  admin,  officer 
*Ms.  Susanne  SCHERTENLEIB,  maid,  Amb/s  residence 
Ms.  Elisabeth  SCHMID,  secretary 

Mrs.  Anne-Catherine  STEVENSON-PICHONNAZ,  secretary 
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Ms.  Maja  S TRICK  LER,  secretary 

Mr.  Hans  PETER  STUDER,  admin,  officer 

Mr.  Jean-Marc  TARABORI,  admin,  officer 

*Ms.  Delia  J.  VIDELA  SANTIN  (Uruguayan),  domestic,  at  the  Embassy 
Mr.  Hans  H.  WEBER,  admin,  asst 


SYRIA 


*Mr.  Mustafa  AL-IBRAHIM,  secretary 
*Mrs.  Maweh  AL-KADI,  cook,  Amb/s  residence 
*Mr.  Hisham  AL-KADY,  driver 
Mrs.  Irene  G.  AQUINO  (Filipino),  secretary 
Mr.  Rida  M.  ASAAD,  secretary 
Mr.  Mohammad  BARDAWIL,  clerk 
Mr.  Saer  FALAH,  secretary 
Mr.  Somchai  KAMJORNJARAT  (Thai),  clerk 
Mr.  Iyad  MAROUF,  accountant 
Mr.  Mikdad  MAROUF,  secretary 
Ms.  Maria  R.  C.  QUIROZ  (Filipino),  secretary 
Mrs.  Kholod  A.  TABBAH  (Palestinian),  secretary 
*Mr.  Zakarya  TARABICHI,  domestic,  Amb.'s  residence 

TANZANIA 


Ms.  Raya  M.  AMEIR,  registry  clerk 
*Mr.  John  R.  ANBIAH  (Indian),  messenger 
Ms.  Marieth  I.  BOM  AN  I,  secretary 
Ms.  Virda  Q.  BOMANI,  secretary 
*Mr.  Ricardo  HIPOUTO  (Filipino),  driver 
Ms.  Sonia  JAVIER  (Filipino),  accountant 
*Mr.  Yusuf  M.  KALALA,  driver 
Mrs.  Amalya  R.  MARIKI,  consular  asst. 

*Mrs.  Flor  RESURRECCION  (Filipino),  housekeeper,  Amb/s  residence 

THAILAND 

Mrs.  Racquel  A.  ANCHETA  (Filipino),  receptionist 
Mr.  Eckapol  BALANKURA,  clerk 
Mrs.  Malee  BARLEE,  clerk 
Mr.  Bumrunk  DARA,  clerk 
Miss  Duangthip  JAYANAN,  clerk 
Major  Wallope  KAOSUMANG,  finance  officer 
*Ms.  Prayoon  KLAOKRATOK,  cook,  Amb/s  residence 
Mr.  Savet  KOMUT,  clerk 
Mr.  Thanyarat  KULANANAN,  derk 

*Miss  Supapom  KUNARSA,  servant.  Ambassador's  residence 
Mr.  Montri  MAKPLEEK,  derk 
Lt/Col.  Chaiyavit  MAPRASERT,  procurement  officer 
Mr.  Chalurmchai  MHOJADEE,  derk 
Mr.  Prasert  MILAWAN,  derk 
Mr.  Watthana  MITRADARMBIDHAKS,  derk 
M/Sgt.  Phairoj  MORRODKUTE,  derk 
Mr.  Sayut  NABANGCHANG,  derk 
*Mrs.  Nulian  NANUDORN,  servant,  Amb/s  residence 
Mrs.  Supranee  O'DELL,  derk 
Ms.  Wichai  PAKAYANONT,  secretary 
Miss  Siriwan  PANUPONG,  derk 
Mr.  Pimol  PHINYAKASEM,  derk 
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Mr.  Chaw  PHONGRADIT,  clerk 
Mr.  Chaivat  RIMTERAKUL,  derk 
Mr.  Kacem  RUXSARASH,  derk 
Mr.  Plemsak  SARANWANICH,  derk 
Mr.  Wisan  SAROBON,  derk 
Mr.  Somchai  SINPAIBUL,  derk 
Mr.  Krist  SOMKICH,  derk 
Mrs.  Sadjarporn  SRISUPAPOL,  derk 
Mr.  Supat  SUANPAN,  derk 

*Ms.  Nuthong  SUTAVA,  housekeeper,  Amb.'s  residence 
Cpt.  Kingtong  SUTHIPONGSE,  admin,  officer 
Miss  Theerapom  SUTHIPONGVIJIT,  derk 
Ms.  Varissa  SUWAN-EKASIT,  derk 
Mr.  Somboon  TEAREGKALAPH,  derk 
Mr.  Korn  THEPNORATNA,  derk 
Mrs.  Somthavil  THONGPRASERT,  derk 
Mr.  Sukit  THONGVIBULAYA,  derk 
CPO  Pracha  TUNPAIBOOL,  derk 
Miss  Supranee  WONGPAKDEE,  clerk 
Mr.  Suraja  ZUWANNIN,  derk 


TOGO 


*Mr.  Ayawo  AKLIKOKOU,  cook,  Amb.'s  residence 

*Mr.  Tilena  BARANDAO,  driver 

*Mr.  Shepherd  P.  DAVID  (Indian),  driver 

*Mrs.  Amelia  B.  L.  MANALAC,  domestic,  Amb.'s  household 

TRINIDAD  AND  TOBAGO 

Mrs.  Janice  ARNOLD,  clerk 

Mrs.  Angela  BARTHOLOMEW,  receptionist 

Ms.  Jacquelyn  J.  BRUCE,  derk/steno. 

Miss  Lystra  HINDS,  derk 
Mrs.  Veronica  JAMES,  registry  derk 
Mr.  Noor  MOHAMMED,  ex.  officer 
Miss  Elma  MARAJ,  ex.  secretary 
Miss  Lydia  MURRAY,  registrar 


TUNISIA 

Mr.  Mohamed  F.  ABID,  derk 

*Mr.  Nestor  G.  ANCETA  (Filipino),  driver/maintenance 
*Mr.  Rodrigo  A.  CANLAS  (Filipino),  chauffeur 
Mr.  Ali  GABSI,  secretary 
Mr.  Ezzeddin  HAMMEDI,  secretary 
*Mr.  Habib  HASSAIN1A,  chauffeur 
*Mr.  Abdallah  JENAOUI,  cook,  Amb.'s  residence 
Mrs.  Monia  JRAD,  secretary 
Miss  Aida  KHALIL  (Lebanese),  secretary 
Mr.  Mustapha  LIMAM,  secretary 
Mr.  Mohamed  MAMI,  secretary 
Ms.  Marleine  MYRVIL  (Haitian),  bilingual  secretary 
*Ms.  Maria  L.  A.  ONZA  (Filipino),  domestic,  Amb.'s  residence 
Mr.  Salem  OUESLATI,  secretary 
Mrs.  Saideh  PAKRAVAN  (Iranian),  secretary 
Mrs.  Alphine  RATSIMBAZAFY  (Malagasy),  bilingual  secretary 
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Mr.  Mohamed  SAFI,  secretary 
Ms.  Merceditas  C.  SAN  PEDRO  (Filipino),  secretary 
*Mr.  Jallel  TRABELSI,  domestic,  Amb/s  residence 
*Mr.  Carlos  T.  VIDANES  (Filipino),  chauffeur 
Mr.  Saadeddin  ZAGHBANI,  bilingual  secretary 

TURKEY 

*Mr.  Dursun  AKDEMIR,  cook,  Amb/s  household 
*Mr.  Serif  ALTINAY,  messenger/guard 
Mr.  Nedl  BASER,  clerk 
Mrs.  Suheyla  O.  BIRON,  secretary 
Mr.  Hasan  BUBER,  secretary 
*Mr.  Huseyin  DEMIRCI,  waiter,  Amb/s  residence 
Mrs.  Nihan  DURDAG,  secretary 
Col.  Nurettin  DURGUN,  admin,  officer 
*Mr.  Muzaffer  ERDOGAN,  cook,  Amb/s  household 
Lt.  Adnan  ERGINER,  admin,  asst. 

Mr.  Mustafa  EROL,  admin,  officer 
Col.  Ayhan  ESMER,  admin,  officer 
*Mr.  Celal  ISILDAK,  guard 
*Mrs.  Fidan  ISILDAK,  domestic,  Amb/s  household 
*Mr.  Cemal  KAN  SI  Z,  messenger 
CPO  Nadir  KARGI,  admin,  officer 
SFC  Muhterem  FIKRET  KOCAK,  admin,  officer 
♦Mr.  Sabri  B.  KUCUK,  driver 
*Mr.  Mehmet  KURNAZ,  guard,  at  the  Embassy 
Ms.  Atike  S.  KUTLUER,  switchboard  operator 
*Mr.  Halil  Ibrahim  MUSLU,  messenger 
*Mr.  Hatay  ONEL,  messenger/guard 
Sgt.  Maj.  Ahmet  SIMSEK,  admin,  officer 
*Mr.  Hasan  SIYAM,  handyman 
Mrs.  Gungor  Filiz  TARHAN,  secretary 
*Mr.  Yunus  TIFTIK,  driver 
*Mr.  Mahmut  TUNCEL,  guard 
Mrs.  Nuran  Nilufer  UCAK,  translator /typist 
Mrs.  Ufuk  YORUKOGLU,  interpreter 
Mrs.  Gul  S.  ZAIMLER,  secretary 

UGANDA 

Ms.  Marlyatou  DIALLO  (Senegalese),  secretary/interpreter 
*Mr.  Joseph  A.  KAMUHANDA,  cook,  Amb/s  residence 
*Ms.  Christine  MWESIGE,  housekeeper,  at  the  Embassy 
*Mr.  Patrick  K.  RUBABIIRRA,  gardener,  at  the  Embassy 
Ms.  Beatrice  T.  RWAMUNAHE,  secretary 
*Mr.  Wilson  SAGUBAN  (Filipino),  driver 

UNION  OF  SOVIET  SOCIALIST  REPUBLICS 
(See  Preface) 


Mr.  Albert  V.  AKSENOV,  employee 
Mr.  Sergey  O.  ALEKSEYCHIK,  employee 
Mr.  Petr  A.  ANDREYKO,  employee 
Mr.  German  B.  AVKSENTYEV,  employee 
Mr.  Sergey  I.  BABUSHKIM,  employee 
Mr.  Nikolay  F.  BALBYSHEV,  employee 
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Mr.  Aleksandr  V.  BARABANOV,  employee 

Mr.  Nikolay  V.  BARANOVSKIY,  employee 

Mr.  Oleg  A.  BELOUSOV,  employee 

Mr.  Valeriy  P.  BERESIN,  employee 

Mr.  Igor  V.  BICHIKOV,  employee 

Mr.  Oleg  I.  BISARNOV,  employee 

Mr.  Yuriy  A.  BOBER,  employee 

Mr.  Nikolay  M.  BRYANTSEV,  employee 

Mr.  Ilya  A.  BURAVTSOV,  employee 

Mr.  Aleksandr  V.  BURUKIN,  employee 

Mr.  Aleksandr  P.  BUTUZOV,  employee 

Mr.  Pavel  P.  BUZDALIN,  employee 

Mr.  Viktor  S.  DADYUKIN,  employee 

Mr.  Yuriy  S.  DEMYANOV,  employee 

Mr.  Zenon  M.  DERBIZH,  employee 

Mr.  Aleksandr  A.  DROZDOV,  employee 

Mr.  Vyacheslav  A.  DROZDOV,  employee 

Mr.  Nikolay  A.  EFREMOV,  employee 

Mr.  Aleksandr  N.  FILIN,  employee,  Amb/s  residence 

Mr.  Valdimir  I.  FOLOMIN,  employee 

Mr.  Vladimir  S.  FOMIN,  employee 

Mr.  Sergey  V.  FROLOV,  employee 

Mr.  Nikolai  A.  FURSA,  employee 

Mr.  Valentin  N.  GERASKIN,  employee 

Mr.  Pavel  E.  GEROYEV,  employee 

Mrs.  Irina  D.  GODUNOVA,  employee 

Mr.  Anatoliy  N.  GOLIKOV,  employee 

Mr.  Oleg  S.  GORBACHEV,  employee 

Mr.  Sergey  I.  GORELOV,  employee 

Mr.  Vladimir  I.  GUDKOV,  employee 

Mr.  Albert  F.  ILIN,  employee 

Mr.  Yuriy  A.  IVANOV,  employee 

Mr.  Viktor  P.  IVANISENKO,  employee 

Mr.  Nikolay  A.  KALOBUSHKIN,  employee 

Mr.  Aleksandr  P.  KASHKIN,  employee 

Mr.  Mikhail  S.  KLIMOVICH,  employee 

Miss  Yelena  E.  KLIMOVSKAYA,  employee 

Mr.  Vladilen  V.  KOCHETOV,  employee 

Mrs.  Irina  P.  KOMISSAROVA,  employee 

Mr.  Sergey  V.  KOROTKOV,  employee 

Mr.  Nikolay  I.  KOSTOGLOTOV,  employee 

Mr.  Sergey  V.  KOZIN,  employee 

Mr.  Vladimir  G.  KRYUKOV,  employee 

Mr.  Viktor  A.  KUKUSHKIN,  employee 

Mr.  Valentin  K.  KULIKOV,  employee 

Mr.  Vladimir  S.  KUUKOV,  employee 

Mr.  Sergey  G.  KUZMIN,  employee 

Mr.  Ivan  A.  KUZNETSOV,  employee 

Mr.  Sergey  I.  KUZNETSOV,  employee,  Amb/s  residence 

Mr.  Vladimir  N.  LAPTEV,  employee 

Mr.  Leonid  S.  LEONOV,  employee 

Mr.  Gennadiy  A.  MACHKOV,  employee 

Mr.  Aleksandr  V.  MALGIN,  employee 

Mr.  Yevgeniy  A.  MATUSHKIN,  employee 

Ms.  Natalya  I.  MELNIKOVA,  employee 

Mr.  Aleksey  V.  MIRONYUK,  employee 

Mr.  Anatoliy  B.  MITROPOLSKIY,  employee 
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Mr.  Vladimir  Y.  MURAVYEV,  employee 

Mr.  Yevgeniy  V.  MUSATOV,  employee 

Mr.  Aleksandr  A.  MYASOEDOV,  employee 

Mr.  Sergey  M.  NECHEPORENKO,  employee 

Mr.  Aleksey  A.  NOVOSELOV,  employee 

Mr.  Yuriy  G.  OBUKHOV,  employee 

Mr.  Aleksandr  S.  ONYA,  employee 

Mr.  Vladislav  Y.  OSNOVIN,  employee 

Miss  Svetlana  V.  OVSYANNIKOVA,  employee 

Mr.  Aleksandr  N.  PANKIN,  employee 

Mrs.  Irina  A.  PARTOLA,  employee 

Mr.  Aleksey  B.  PESTOV,  employee 

Mrs.  Galina  P.  PIGALEVA,  employee 

Mr.  Nikolay  P.  PODSHIBYAKIN,  employee 

Mr.  Yevgeniy  F.  POMPA,  employee 

Mr.  Valeriy  V.  PONOMAREV,  employee 

Mr.  Valeriy  P.  PORYBIN,  employee 

Mr.  Vladimir  M.  PRIVALIKHIN,  employee 

Mr  Yevgeniy  V.  PROKUDIN,  employee 

Mr.  Leonid  N.  PSHENICHNYI,  employee 

Mr.  Vladimir  I.  PUGACHEV,  employee 

Mr.  Yuriy  V.  RAZORENOV,  employee 

Mr.  Vladimir  A.  REUTOV,  employee 

Mr.  Vasiliy  I.  RYABETS,  employee 

Mr.  Aleksandr  V.  SAVCHUK,  employee 

Miss  Tatyana  P.  SAPELKINA,  employee 

Mr.  Andrey  I.  SEMIROT,  employee 

Mr.  Konstantin  M.  SERGEYEV,  employee 

Mr.  Anatoliy  I.  SHCHUKIN,  employee 

Mr.  Mikhail  I.  SHIBEKO,  employee 

Mr.  Andrey  V.  SHISHKIN,  employee 

Mr.  Andrey  B.  SHUTOV,  employee 

Mr.  Boris  S.  SIDOROV,  employee 

Mr.  Aleksandr  V.  SMELOV,  employee 

Mr.  Mikhail  K.  SMIRNOV,  employee 

Mr.  Vladimir  V.  SOLODOV,  employee 

Mr.  Aleksandr  A.  SULIM,  employee 

Mr.  Vasiliy  Y.  SVIRIDOV,  employee 

Mr.  Sergey  E.  TANASHUK,  employee 

Mr.  Sergey  I.  TATARENKOV,  employee 

Mr.  Sergey  P.  TITOV,  employee 

Mrs.  Nina  A.  TIUSTINA,  employee 

Mr.  Valeriy  S.  TRISHIN,  employee 

Mr.  Grigoriy  V.  TROFIMOV,  employee 

Mr.  Igor  V.  TURENKO,  employee 

Mr.  Vladimir  K.  USTILO,  employee 

Mr.  Aleksandr  N.  VASILYEV,  employee 

Mr.  Aleksandr  S.  VASILYEV,  employee 

Mr.  Vyacheslav  A.  VENEV,  employee 

Mr.  Grigoriy  N.  VOINOV,  employee 

Mrs.  Yelena  N.  YERMAKOVA,  employee 

Mrs.  Inessa  Y.  YEROKHINA,  employee 

Mr.  Valeriy  I.  ZADOKHIN,  employee 

Mr.  Igor  D.  ZAKHAROV,  employee 

Mr.  Aleksandr  M.  ZAMIRALOV,  employee 

Mr.  Vladimir  Y.  ZARETSKIY,  employee 

Mr.  Vladimir  S.  ZAVITKOV,  employee 
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Mr.  Aleksandr  M.  ZBERYA,  employee 
Mr.  Mikhail  P.  ZHUKOV,  employee 
Mr.  Mikhail  Y.  ZHUKOV,  employee 
Mr.  Andrey  I.  ZINCHENKO,  employee 
Mr.  Igor  N.  ZYABKOV,  employee 

UNITED  ARAB  EMIRATES 

Mr.  Magdy  ABDELMASIH  (Egyptian),  accountant 
Mrs.  Rajaa  H.  ABILMONA  (Lebanese),  asst,  academic  advisor 
Ms.  Hala  N.  ADRA  (Lebanese),  accountant 
Mr.  Fathalla  H.  AHMED  (Sudanese),  clerk 
*Mr.  Jalaluddin  AHMED  (Bangladeshi),  messenger 
Mr.  Hisham  A.  AL-AMMURI  (Jordanian),  derk 
Mr.  Mohamed  AL-ARASHI  (Yemeni),  academic  adviser 
Mr.  Hamdy  A.  ALDELAZIZ  (Egyptian),  derk 
Ms.  Laila  R.  H.  ALY  (Egyptian),  accountant 
Mrs.  Kirman  BAYUMI  (Egyptian),  asst,  accountant 
Mr.  Ihab  T.  BEBAWY  (Egyptian),  authentication  asst. 

Mr.  Abdalla  M.  BESHIR  (Egyptian),  accountant 
*Mr.  Lakhdar  BOUARFA  (Moroccan),  driver 
*Mr.  Mohammad  BOUARFA  (Moroccan),  driver 
Miss  Gina  BUDHAI  (Jamaican),  public  relations  officer 
*Ms.  Marta  M.  CASIM  (Filipino),  maid,  at  the  Embassy 
Mrs.  Fathia  CHOUKRI  (Algerian),  health  coordinator 
Mrs.  Maria  C R.  CRISOLOGO  (Filipino),  asst,  academic  advisor 
Mr.  Suleiman  E.  FAREH  (Somali),  liaison  officer 
Mr.  Abdul  W.  M.  GALAL  (Egyptian),  receptionist 
*Mr.  Mirghany  M.  L.  HASSAN  (Egyptian),  messenger 
*Mr.  Tarig  A.  HASSAN  (Sudanese),  driver 
Ms.  Consuelo  C.  HERNANDEZ  (Filipino),  receptionist 
*Ms.  Azize  S.  G.  IBRAHIM  (Lebanese),  domestic.  Ambassador's  residence 
Ms.  Suha  S.  JUNDI  (Lebanese),  asst,  academic  advisor 
Mr.  Nagib  M.  MIKHAIL  (Egyptian),  accountant 
Mr.  Abood  A.  MOHAMMED- HASS  AN  (Egyptian),  derk 
Mr.  Saleh  A.  MOHAMMED  (Egyptian),  derk 
Miss  Maria  C.  C.  MORADA  (Filipino),  secretary 
*Mr.  Mohammad  N.  NAZIR  (Pakistani),  messenger 
Mr.  Fathalla  A.  OSMAN  (Egyptian),  derk 
Mrs.  Yasmina  F.  OSSEIRAN  (Lebanese),  receptionist 
Ms.  Najma  M.  QURESHI  (Pakistani),  accountant 
Mr.  Mondher  REGAYA,  public  relations  officer 
Ms.  Amal  SADDY  (Syrian),  academic  asst. 

Mr.  Mohammed  T.  SHOUKRY  (Egyptian),  translator 
Mrs.  Amal  M.  SIN  NO  (Lebanese),  typist 
*Ms.  Divina  A.  TAPIRU,  domestic,  Amb.'s  household 
Mr.  Magdy  R.  H.  YOUSSEF  (Egyptian),  accountant 

UNITED  KINGDOM  OF  GREAT  BRITAIN  AND 
NORTHERN  IRELAND 

Mr.  Alexander  M.  ALLISON,  employee 
Mr.  R.  F.  ALLISON,  employee 
Mrs.  Jacqueline  A.  ARNOLD,  employee 
WO  Leslie  R.  ARNOLD,  employee 
Mr.  Carl  A.  ASHCROFT,  employee 
Cdr.  Andrew  D.  AULD,  employee 


*Mr.  Michael  A.  AYLOTT,  employee 
Mrs.  A.  Christine  BARKER,  employee 
Mr.  David  A.  BARLOW,  employee 
Miss  Ruth  E.  BARTON,  employee 
Ms.  Shirley  A.  BATTY,  employee 
Mr.  M.  BEARDSWORTH,  employee 
Cdr.  Jeremy  P.  BEARNE,  employee 
Miss  A.  J.  BELL,  employee 
W/Cdr.  Norval  G.  BELL,  employee 
Mr.  Peter  W.  BENTLEY,  employee 
Miss  J.  BLACK,  employee 
Mr.  Leonard  I.  BLACK,  employee 
Mr.  Paul  S.  BLACKMORE,  employee 
Cdr.  Richard  J.  BLOTT,  employee 
Mr.  J.  M.  BLUNDELL,  employee 
*Mr.  A.  F.  BOUZA,  employee 
Mr.  Roger  T.  BOWDEN,  employee 
Miss  Ruth  BOWKER,  employee 
*Mr.  D.  P.  BROGAN,  employee 
Miss  Laurelle  BROWN  (Australian),  employee 
Ms.  Peta  A.  BROWN,  employee 
Mr.  Richard  S.  BURKE,  employee 
Mr.  Alan  G.  BURNS,  employee 
W/Cdr.  Terence  Paul  BURNS,  employee 
Mr.  Anthony  P.  BUTTLE,  employee 
Mrs.  Susan  E.  BYRNE,  employee 
Mrs.  Carole  D.  CADY,  employee 
*Mr.  Brandon  R.  CALAZ,  employee 
Mrs.  Pauline  CALDER,  employee 
Miss  Angela  CALDWELL,  employee 
Mr.  Michael  CALLAGHAN,  employee 
Miss  Mari  R.  CAMERON,  employee 
*Miss  Mireya  CAMPOS,  employee 
Mrs.  Hilary  J.  CARGILL,  employee 
Mrs.  Lynne  M.  CARRICK,  employee 
Miss  Susan  A.  CASH,  employee 
Mr.  Erroll  M.  CATO,  employee 
Miss  M.  L.  CHAN,  employee 
W/Cdr  Roger  W.  CLARK,  employee 
Ms.  Alexandra  J.  COATES,  employee 
Mr.  C.  P.  COATES,  employee 
Miss  Rebecca  S.  COLVILLE-HYDE,  employee 
Mr.  David  J.  CORNWELL,  employee 
Mr.  A.  COTTERILL,  employee 
Mr.  Timothy  C.  COULAM,  employee 
Cpl.  Alasdair  COWAN,  employee 
Mr.  Andrew  T.  COWAN,  employee 
Mr.  Allan  COX,  employee 
Mr.  P.  G.  COX,  employee 
Mr.  Peter  R.  COYSH,  employee 
Mr.  David  CRESSEY,  employee 
Maj.  Guy  P.  CROFTON,  employee 
*Ms.  Carmen  D.  CUEVAS  (Peruvian),  employee 
Miss  Katherine  Y.  CULPIN,  employee 
Mr.  John  H.  CUNNINGHAM,  employee 
Mrs.  Yvonne  DALE,  employee 
Mrs.  Sarah  L.  DALTON  (German),  employee 
Mr.  Mark  I.  DANIELS,  employee 
Miss  Velma  DANIELS  (Burmese),  employee 
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Miss  Heather  DAVIDSON,  employee 
Mr.  John  A.  DAVIDSON,  employee 
*Mr.  David  R.  DAVIES,  employee 
Mrs.  M.  DAVIES,  employee 
Mr.  Kevin  R.  DAVIS,  employee 
Mr.  Mark  DAWSON,  employee 
Mr.  D.  A.  DAY,  employee 
Miss  Ruth  DEAKINS,  employee 
Miss  K.  DEAN,  employee 
Mr.  Iain  A.  P.  DOBIE,  employee 
Mr.  Kenneth  DOBSON,  employee 
Miss  Amanda  C DOWNES,  employee 
Miss  Hazel  DUNCAN,  employee 
Mr.  Christopher  DUNN,  employee 
Mr.  John  E.  DURKIN,  employee 
Mr.  Arthur  J.  EADE,  employee 
Mr.  Christopher  J.  EARL,  employee 
Mr.  Jeffrey  T.  EDMUNDS,  employee 
Mr.  Paul  ELLISON,  employee 
Miss  Yvonne  ENGLEDOW,  employee 
Mr.  Daniel  J.  ESDALE,  employee 
*Mr.  Ernesto  V.  ESGUERRA  (Filipino),  employee 
Mr.  Michael  EVELEIGH,  employee 
Mrs.  Amanda  J.  EXFORD,  employee 
Mr.  Stuart  C EXFORD,  employee 
Mr.  Mark  J.  FAULKNER,  employee 
Mr.  John  W.  FAY,  employee 
Sgt.  Kathleen  A.  FENLON,  employee 
Mr.  A.  H.  FERGUSON,  employee 
Miss  Helen  E.  FIELD,  employee 
*Mrs.  M.  E.  FIRBY  (Salvadoran),  employee 
*Mr.  W.  T.  FIRBY,  employee 
Mr.  Clive  L.  FISHER,  employee 
Mr.  Terrence  S.  FLATT,  employee 
Mr.  Ian  R.  D.  FLEMMING,  employee 
*Mr.  Wilfredo  N.  FLORES,  employee 
Sgt.  Graham  A.  FORD,  employee 
Miss  Dale  FORREST,  employee 
Mr.  Stuart  R.  FORRESTER,  employee 
Mr.  William  P.  FOWLER,  employee 
Mr.  Christopher  FRAINE,  employee 
Sgt.  David  J.  FRANKLIN,  employee 
*Mr.  Sean  R.  FREEMAN,  employee 
Mr.  David  K.  FROUD,  employee 
*Mr.  C.  W.  FUENTES  (Salvadoran),  employee 
Mr.  Stephen  G.  GALE,  employee 
Mrs.  M.  C GALLIANO,  employee 
Miss  Judith  GAMBLE,  employee 
Mr.  Robert  G.  GARDNER,  employee 
Miss  Lorn  a GARTHWAITE,  employee 
Ms.  Kerry  L.  GILBERT,  employee 
*Mr.  Pierre  J.  GILISSEN  (Belgian),  employee 
Mr.  Graeme  R.  GLENISTER,  employee 
Maj.  Joseph  P.  M.  GORDON,  employee 
Cdr.  Peter  E.  GODWIN,  employee 
Mrs.  N.  E.  GRAMKOW,  employee 
Miss  Vicki  J.  GROOCOCK,  employee 
L/Col.  Roger  T.  GWYN,  employee 
Mr.  Brian  R.  HALES,  employee 


Mr.  Mark  HAMILTON,  employee 
*Mr.  B.  K.  HANCOCK,  employee 
Miss  Alison  HARDIE,  employee 
*Mr.  Thomas  W.  HARRISON,  employee 
Ms.  Catherine  HARVEY,  employee 
Ms.  Emma  L.  HARVEY,  employee 
Mr.  William  M.  L.  HAYES,  employee 
Mr.  Alan  M.  HAYWARD,  employee 
Miss  Sarah  C HAYWARD,  employee 
Mrs.  Louise  A.  HAYWARD,  employee 
Mr.  Geoffrey  P.  HERBERT,  employee 
"Sgt.  Victor  HERBERT,  employee 
Dr.  Colin  HIGNETT,  employee 
W/Cdr.  Peter  J.  HILLING,  employee 
Mrs.  Carolyn  HIRD-CUTTER,  employee 
Cdr.  Fabian  H.  HISCOCK,  employee 
Mr.  Carl  S.  HOBSON,  employee 
Miss  Ann  E.  HODGES,  employee 
Mr.  William  D.  HODGES,  employee 
Miss  Denise  A.  HOLLAND,  employee 
Mr.  John  HOLMES,  employee 
Cdr.  David  M.  A.  HOWARD,  employee 
Mr.  Martin  HUBBARD,  employee 
Mr.  Gerald  M.  HUGHES,  employee 
Mr.  John  A.  HUGHES,  employee 
"Mr.  N.  J.  HUGHES,  employee 
Cdr.  Philip  V.  HUNT,  employee 
Ms.  Lilian  HUNTER,  employee 
Miss  Maxine  L.  HUNTER,  employee 
Miss  Lynda  HUTCHESON,  employee 
Mrs.  Julie  D.  HYMAS,  employee 
Mr.  David  J.  INGHAM,  employee 
"Mr.  T.  C.  INNIS,  employee 
Mr.  Derick  Barry  ISETON,  employee 
Mr.  Derrick  W.  ISETON,  employee 
Miss  Jane  ISETON,  employee 
Miss  J.  P.  JAMES,  employee 
Mrs.  Janet  JAMES,  employee 
Mr.  John  JAMES,  employee 
Miss  Rita  JASWAL,  employee 
Mrs.  B.  JEFFREY,  employee 
Mr.  Paul  L.  JENKINS,  employee 
Ms.  Mary  E.  JEWITT,  employee 
Major  Andrew  P.  JOHNSON,  employee 
Mr.  Peter  N.  JONES,  employee 
Miss  Anita  L.  JUPP,  employee 
"Mr.  Eric  C KEATES,  employee 
Miss  Frances  KELLY,  employee 
"Mr.  Mark  C KIMMINS,  employee 
Mr.  John  B.  KIRK,  employee 
Miss  S.  E.  KNIGHT,  employee 

"Mr.  Timothy  S.  KOOLESHEVICH  (Australian),  employee 
"Mr.  Anthony  F.  LACEY,  employee 
Miss  Maureen  B.  LACEY,  employee 
Mr.  Peter  A.  LANGHAM,  employee 
Miss  Alison  LATHAM,  employee 
WOl  Frederick  A.  LATHAM,  employee 
Mr.  John  A.  LAWRENCE,  employee 
Miss  Karen  A.  LAWRENCE,  employee 
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Mr.  Kenneth  J.  LEITCH,  employee 
Miss  Belinda  N.  LE  MESURIER,  employee 
Mr.  A.  J.  LEWIS,  employee 
Capt.  Peter  J.  LIGHTBURN,  employee 
Miss  Grace  LONGRIDGE,  employee 
Mr.  Eamonn  B.  LORIMER,  employee 
Mr.  Spencer  M.  LUCAS,  employee 
Mr.  Christopher  H.  LUPTON,  employee 
Mrs.  June  P.  LYLE,  employee 
*Mr.  R.  E.  Brian  LYLE,  employee 
Lt/Col  Charles  LYON-DEAN,  employee 
W/Cdr.  Mohammed  H.  MAAN,  employee 
Mr.  Ian  J.  MACKENZIE,  employee 
Ms.  T.  Taranaki  MAILEI  (Western  Samoan),  employee 
Miss  Julie  MANSELL,  employee 
Mr.  Nicholas  J.  MANSER,  employee 
Mrs.  Rita  G.  MARSHALL,  employee 
Mr.  Roger  MASHFORD,  employee 
*Mr.  P.  A.  MASSEY,  employee 
Mr.  Alan  S.  B.  MATTHEWS,  employee 
*Mr.  Brian  W.  MATTHEWS,  employee 
Cdr.  Peter  MATTHEWS,  employee 
Mr.  John  R.  T.  MAY,  employee 
*Cpl.  Paul  S.  MC  CLUSKEY,  employee 
Miss  Amanda  J.  MCDONALD,  employee 
Mr.  David  C.  MCDONALD,  employee 
Mr.  Robert  K.  MCEVOY,  employee 
Miss  G R.  MC  GILL,  employee 
Mr.  Anthony  C.  MCKENNA,  employee 
Miss  S.  B.  McLEAN,  employee 
Miss  Mary  S.  MCMINN,  employee 
Ms.  Bernadette  A.  MCSHANE,  employee 
Mr.  J.  MEIKLE,  employee 
Miss  Francesca  S.  MILLS,  employee 
Lt/Col  Alan  K.  MILLER,  employee 
Mr.  E.  A.  MOHAN,  employee 
Ms.  Catherine  MONAGHAN,  employee 
Sgt.  Christopher  MOORE,  employee 
Cdr.  Nigel  MOORES,  employee 
Mr.  Nigel  D.  MORRIS  employee 
Miss  Karla  MORRISON,  employee 
*Mr.  J.  J.  MOSS,  employee 
Mr.  Alan  L.  MOTT,  employee 
*Mr.  Darren  M.  MOUNTFORD,  employee 
Mr.  Edward  B.  MULLEN,  employee 
Mrs.  Patricia  C.  MULLEN,  employee 
Col.  Edward  MULLEY,  employee 
Mr.  John  MUNRO,  employee 
Mr.  Cyril  A.  NEWEY,  employee 
Miss  Deborah  NEWMAN,  employee 
Mr.  Mark  A.  NICHOLS,  employee 
Mrs.  Ceri  L.  NICHOLSON,  employee 
*Mr.  S.  NORTON,  employee 
Mr.  Bernard  A.  O'BRIEN,  employee 
Mr.  John  T.  O’CONNOR,  employee 
Miss  Sheena  M.  O'CONNOR,  employee 
*Mr.  M.  J.  ORBELL,  employee 
Dr.  Arthur  G.  OWEN,  employee 
Miss  Caroline  J.  OWEN,  employee 
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Mr.  Kevin  R.  C PAGE,  employee 
WO  1 Brian  V.  PARKES,  employee 
Mrs.  Jennifer  A.  PARKS,  employee 
*Mr.  Mark  D.  PARSONSON,  employee 
Mr.  Ian  R.  PATERSON,  employee 
Cpl.  Albert  PATTERSON,  employee 
*Miss  Alison  L.  PEAD,  employee 
Miss  Frances  PEARSON 
Mr.  Robert  E,  PEARSON,  employee 
Mr.  Robin  M.  PHILIP,  employee 
Mrs.  A.  PIKE,  employee 
Mrs.  Helen  L.  POLLARD,  employee 
Mr.  Martin  POLLARD,  employee 
Mr.  Jeremy  S.  PORTER,  employee 
Mr.  Scott  D.  PORTER,  employee 
Mrs.  Shirley  C PORTER,  employee 
Miss  Janice  POTTER,  employee 
Mrs.  Peggy  K.  POTTER,  employee 
Mr.  Frederick  H.  PRATT,  employee 
Miss  Ann  PRYCE,  employee 
*Mr.  Anthony  QUINN,  employee 
*Mr.  G.  H.  QUINN,  employee 
Miss  Victoria  RABESS,  employee 
Mr.  David  RAINEY,  employee 
Mr.  Richard  M.  RAMPLING,  employee 
Mr.  Michael  RASH,  employee 
Mr.  R.  H.  RATCLIFFE,  employee 
Mr.  John  REEVES,  employee 
Maj.  Alistair  L.  REID,  employee 
*Miss  Sonia  P.  REILLY,  employee 
Mr.  Andrew  S.  RHODES,  employee 
Miss  Valerie  A.  RICHARDSON,  employee 
Mr.  Mark  J.  RICKWOOD,  employee 
Mr.  Alan  J.  ROBERTS,  employee 
*Cpl.  Dale  ROBERTS,  employee 
Miss  Karen  ROBERTS,  employee 
Mrs.  Karen  S.  ROGERS,  employee 
Mr.  Philip  P.  RODFORD,  employee 
Mr.  John  A.  RUSSELL,  employee 
Mr.  Graham  R.  SADIE,  employee 
*Mr.  M.  SALVADOR,  Jr.  (Filipino),  employee 
*Mr.  Lito  S.  SALVADOR,  employee 
Cdr.  Richard  D.  SANDERSON,  employee 
*Mr.  Yves  J.  SARFATI  (French),  employee 
Miss  Sarah  G.  SAY,  employee 
*Mr.  J.  SHAND,  employee 
Mr.  Alan  J.  SHAW,  employee 
Mrs.  Claire  L.  SHAW,  employee 
Mrs.  Evelyn  T.  SHEAR,  employee 
Mr.  J.  S.  SHEAR,  employee 
Mr.  Peter  R.  SHORTELL,  employee 
Lt/Col  Stephen  M.  SIDDALL,  employee 
Mr.  Athol  J.  SIMPSON,  employee 
Mr.  David  C.  SIMPSON,  employee 
Mr.  B.  G.  SIMS,  employee 
Ms.  Janis  E.  SLEEP,  employee 
Mr.  Glen  L.  SMITH,  employee 
Mr.  James  S.  SMITH,  employee 
Cpl.  Nigel  A.  SMITH,  employee 

j 
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Mr.  Peter  SMITH,  employee 
Dr.  Peter  E.  SMITH,  employee 
Mr.  Mark  R.  SMITHERS,  employee 
Mr.  Derek  W.  SMOUT,  employee 
Mr.  Ian  J.  SPENCER,  employee 
Ms.  Norma  L.  SPENCER,  employee 
Mr.  Andrew  E.  SPICE,  employee 
Mrs.  Karen  A.  SPICE,  employee 
Mr.  Ian  B.  STANFORD,  employee 
Mr.  John  L.  STANLEY,  employee 
Mr.  Mark  C STEPHENSON,  employee 
*Mr.  David  R.  STEVENS,  employee 
Mrs.  Gail  L.  STEVENS,  employee 
Mr.  Paul  D.  STEVENS,  employee 
Sgt.  John  STEVENSON,  employee 
Ms.  Sophia  A.  STONES,  employee 
Miss  Tina  W.  STOWELL,  employee 
Maj.  Matthew  A.  STRAKER,  employee 
Miss  Caroline  M.  STUBBINS,  employee 
Miss  Carolyn  D.  E.  STURROCK,  employee 
Mrs.  S.  S.  SUBARAN  (Guyanese),  employee 
Mrs.  T.  SWAN,  employee 
W/Cdr  Christopher  M.  SWEENEY,  staff  officer 
Cdr.  James  TARBET,  employee 
Mrs.  Alison  C.  TATTUM,  employee 
Miss  Catherine  A.  TATTUM,  employee 
Mrs.  I.E.  TATTUM,  employee 
Miss  Susan  M.  TAYLOR,  employee 
Mr.  Jonathan  H.  TEMPLE,  employee 
*Mr.  T.  R.  THOMAS,  employee 
Maj.  James  S.  THOMPSON,  employee 
Sgt.  Colin  M.  TIPPLE,  employee 
Mr.  David  A.  TRANTER,  employee 
PO  Philip  M.  TUCKER,  employee 
Miss  Joanna  C.  TUDGE,  employee 
Mr.  Colin  N.  TURNER,  employee 
Mr.  P.  J.  TURNER,  employee 
Ms.  Karen  TWYMAN,  employee 
Miss  Denise  A.  VAUGHAN,  employee 
Mrs.  Sharon  A.  VILLIERS,  employee 
Miss  Julie  E.  WARD,  employee 
Miss  Sheridan  WARD,  employee 
Miss  Judith  M.  WARNER,  employee 
*Mr.  M.  S.  WEAGLE  (Canadian),  employee 
Mr.  David  J.  WEBB,  employee 
Miss  Paula  M.  WEBB,  employee 
Ms.  Charm aine  WESTWOOD,  employee 
Mr.  Alan  M.  WHITEHEAD,  employee 
Mrs.  Barbara  E.  WI  EDEN  HEFT,  employee 
Mrs.  A.  WILLIAMS,  employee 
Mr.  Roger  G.  WILLIAMS,  employee 
Dr.  William  R.  WILLIAMS,  employee 
Mr.  Alexander  WILLIAMSON,  employee 
Mrs.  Janette  WILLIAMSON,  employee 
Mr.  Iain  C.  C.  G.  WILSON,  employee 
Mrs.  Julie  WILSON,  employee 
Mr.  Thomas  WILSON,  employee 
*Mr.  R.  WING,  employee 
Mr.  Trevor  M.  WINNEY,  employee 
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Miss  Diane  WYNN,  employee 
Mrs.  Helen  YARROW,  employee 
Mr.  Jonathan  W.  YARROW,  employee 
Mr.  S.  J.  YOUNG,  employee 

URUGUAY 


Ms.  Delia  M.  de  BERNAL,  secretary 
*Mr.  Roberto  MUNZI  (Argentine),  chauffeur 
*Mr.  Hassan  EL  GARH  (Moroccan),  chauffeur 
CPO  Carlos  PICUN,  asst,  to  Attache 
Mr.  Ricardo  RIVERO,  communications  officer 
Ms.  Magdalena  TALAMAS,  secretary 
Ms.  Carmen  VILLEGAS,  secretary 
Ms.  Gladys  E.  WEIKERT,  secretary 
Ms.  Maria  C.  ZUFRLATEGUI,  admin,  asst. 

VENEZUELA 

Mr.  Humberto  BELTRAN-PEDRAZA  (Colombian),  clerk 
Ms.  Judid  BURGOS,  admin,  officer 
Mrs.  Heather  BUTLER,  admin,  officer 
Mr.  Emigdio  R.  GARCIA,  computer  asst. 

Ms.  Helga  H.  GARCIA,  receptionist 
Mrs.  Carmen  B.  de  GONZALEZ,  secretary 
Mrs.  Nelly  GONZALEZ,  secretary.  Info.  Service 
Mr.  Oswaldo  GONZALEZ,  clerk 
CWO  Pablo  F.  GOUDETT  MARCANO,  administrator 
Ms.  Isabel  HERNANDEZ,  social  secretary 
Mr.  Jose  M.  HUNG,  clerk 
Mr.  Angel  HURTADO,  admin,  officer 
Mrs.  Carmen  IRIBARREN,  admin,  officer 
Mr.  Carlos  A.  LACRUZ,  computer  clerk 
Mr.  Paulo  LOPES  (Portuguese),  clerk 
Mr.  Jose  D.  LOPEZ  (Portuguese),  clerk 
Mrs.  Olga  de  MASEDA,  admin,  officer 
Miss  Magda  M.  MASSARO-DI-RIENZO,  secretary 
*Mr.  Julio  OROZCO  (Colombian),  butler,  Amb/s  residence 
*Mr.  Samuel  A.  OROZCO- VENECIA  (Colombian),  gardener,  Amb/s  residence 
Mrs.  Angela  PERAZA,  admin,  officer 
*Ms.  Eloy  PAREDES-MENA  (Bolivian),  driver 
Mrs.  Julli  C.  PARRA,  chief  accountant 
CWO  Juan  D.  PEREZ,  chief.  Personnel  Dept. 

Mr.  Francisco  A.  PONCE  PEREZ,  clerk 
Mr.  Juan  C.  RAMIREZ,  clerk 

*Ms.  Evangelina  ROSAL,  domestic,  Amb/s  residence 
Mr.  Oscar  PRADO,  derk 
Mrs.  Alida  V.  RIVEIRE,  admin,  officer 
Mr.  Daniel  ROSAS,  clerk 
Ms.  Diana  ROSPGLIOSI  (Peruvian),  secretary 
Ms.  Mirian  SANCHEZ  GUTIERREZ,  secretary 
*Mr.  Jose  L.  SILVA  (Portuguese),  messenger 
Mrs.  Angelica  A.  STARK,  admin,  officer 
*Ms.  Olivia  TOBAR,  maid,  Amb/s  household 
WO  Angel  E.  VALERO,  staff  officer 
Mrs.  Luzmelia  VAZQUEZ,  admin,  officer 
Mrs.  Aura  V.  VIDAL,  admin,  officer 
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Ms.  Farah  C.  VIVAS,  secretary 
Mrs.  Marjorie  VIVAS,  secretary 
Mr.  Ricardo  A.  VIVAS,  clerk 

YEMEN 

*Mr.  Wali  ABU-ALGHAITH,  clerk/messenger 
♦Mr.  Pablo  A.  ABULENCIA  (Filipino),  driver 
*Mr,  Hamm  am  A.  ABU  SALEM  (Egyptian),  messenger 
Mr.  Sultan  A.  AL-AKHALI,  research  officer 
Ms.  Bouthayna  BACHA  (Syrian),  secretary 
Mr.  Hamdan  H.  Y.  BADER  (Jordanian),  cultural  asst. 

Mrs.  Ma.  Josefina  GATCHALIAN  (Filipino),  secretary 
Mrs.  Genalinda  A.  GOROSPE  (Filipino),  secretary 
*Mr.  Solomon  IBANEZ  (Filipino),  driver 
Mr.  Faisal  K.  JARALLA,  derk 
*Mr.  Juan  F.  LIM  (Filipino),  driver 
Mr.  Abdulrahman  S.  NADJI,  research  officer 
*Mr.  Joselito  P.  PESADOR  (Filipino),  driver 
*Mr.  Rihki  RAM  (Indian),  cook,  Amb/s  residence 
Mrs.  Rouda  RAMZI  (Syrian),  secretary 
*Mr.  David  UMALI  (Filipino),  driver 

YUGOSLAVIA 

Mr.  Dusan  JARIC,  purchasing  agent 
Mr.  Slobodan  JOKSIMOVIC,  secretary 
Mrs.  Desanka  KOCIC,  admin,  officer 
Mr.  Stevan  KRAGOVIC,  purchasing  agent 
Mr.  Milojko  POPOVIC,  purchasing  agent 
Mr.  Marjan  PRAH,  purchasing  agent 
Ms.  Mileva  RADISAVLJEVIC,  admin,  officer 
Ms.  Ljiljana  RADOVIC,  admin,  officer 
Mr.  Vladimir  SPASIC,  finance  officer 
Mr.  Zarko  ZUKIC,  purchasing  agent 


ZAIRE 

Ms.  Nsunda  N.  KIMBOKO,  bilingual  secretary 
*Mr.  Mazazo  KIPOLIONGO,  messenger 

*Ms.  Maria  M.  RAMOS  (Cape  Verdean),  housekeeper,  Amb/s  residence 

ZAMBIA 


*Mr.  Angelito  O.  AQUINO  (Filipino),  driver 
Mrs.  Letida  A.  BUAN  (Filipino),  secretary 
*Mr.  Virgilio  U.  CASIL  (Filipino),  driver 
Ms.  Laura  C.  CRUZ  (Filipino),  secretary 
*Mr.  Robert  S.  KADIAM  (Indian),  driver 
Miss  Eneshi  I.  KAPIJIMPANGA  (Zambian),  secretary 
Mrs.  Cecilia  MUMEKA  (Zambian),  receptionist 
*Mr.  John  W.  PEDAPUDI  (Indian),  driver 
*Mr.  Don  M.  RAMOS  (Filipino),  gardener 
Mrs.  Alida  S.  ROXAS  (Filipino),  secretary 
*Mr.  Resurredon  R.  B.  VILLAR  (Filipino),  gardener 
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ZIMBABWE 

Mrs.  Amelia  APOLINARIO  (Filipino),  bookkeeper 
♦Mr.  Armando  M.  ENRIQUEZ  (Filipino),  chauffeur 
*Ms.  Tsitsi  G.  GOMBE,  housekeeper/babysitter,  Amb/s  residence 
♦Mr.  Raul  G.  DE  GUZMAN  (Filipino),  security  guard 
♦Mr.  Donewright  Z.  GURUPIRA,  security  guard 
Mrs.  Nila  JAIN,  consular  asst. 

♦Mr.  David  B.  MANYIKA,  courier 
Ms.  Elizabeth  M.  MUSYA  (Kenyan),  receptionist 
*Mr.  John  F.  NGUASONG  (Cameroonian),  security  guard 
♦Ms.  Felidsima  R.  OCaDENTLAL  (Filipino),  cook,  Amb/s  residence 

DELEGATION  OF  THE  COMMISSION  OF  THE  EUROPEAN  COMMUNITIES 

Ms.  Susan  J.  BURDIN  (British),  secretary 

Mrs.  Maria  C.  Z.  T.  de  CORREIA  DA  SILVA  (Portuguese),  secretary 
Mrs.  Cesira  D'ANIELLO  KLAYMAN  (Italian),  academic  asst. 

Mrs.  Francoise  M.  DENYER  (French),  admin,  asst. 

Ms.  Anne  C.  DEPIGNY  (French),  manager 
Ms.  Christiane  A.  J.  EECKHOUT  (Belgian),  secretary 
Ms.  Giselle  M.  FOX- LITTLE  (British),  secretary 
Ms.  Marina  GARZOLINI  (Italian),  secretary 
♦Mr.  Eric  J.  GERARD  (Belgian),  chef 
Mrs.  Marina  GIESECKE  (Dutch),  secretary 
Mrs.  Sigrid  B.  HASNY  (Belgian),  secretary 
Ms.  Susan  V.  HEMP  (British),  secretary 
Mr.  Colin  M.  HENSLEY  (British),  database  officer 
Mrs.  Rosemarie  HENSLEY  (Dutch),  secretary 
Ms.  Patricia  A.  HOLDEN  (Irish),  secretary 
Ms.  Anne  D.  KONIG  (Danish),  research  asst. 

♦Mr.  Benjamin  LYNCH  (British),  messenger 
Ms.  Nicole  L.  MC  EVERS  (French),  visits  coordinator 
Mrs.  Anke  C A.  W.  MIDDLEMANN  (German),  editor 
♦Mr.  Clive  MOORE  (British),  messenger 
Ms.  Maeve  CKBEIRNE  (Irish),  writer 
Mrs.  Margaret  H.  PALACIOS  (British),  secretary 
Ms.  Karin  A.  PEETERS  (Belgian),  secretary 
Ms.  Christine  J.  PULLEN- VELETSIS  (British),  secretary 
♦Ms.  Zenaida  S.  SANTOS  (Filipino),  domestic,  Amb/s  residence 
Ms.  Anne  C.  SCOBIE  (British),  secretary 
Mrs.  Anna  SNOW  (French),  trade  asst. 

Ms.  Anna  L.  TALBOT  (British),  secretary 
Ms.  C.  E.  Ann  WADLA  (British),  secretary 
Ms.  Jacoba  P.  WARRINGA  (Dutch),  secretary 
Mrs.  Elizabeth  WINTERS  (British),  admin,  asst. 
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